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PREFACE 

The existence of so many works, of an excellent character, 
on the subject of Hydraulics demands that an explanation be 
offered for the appearance of a new one. 

An experience in teaching has convinced the author that a 
book designed primarily for the classroom must generally be 
different in character from books intended for reference for 
practicing engineers. Into the latter class fall many of the 
admirable works now existent in Hydraulics, and the number 
of bona fide text-books is rather small. 

The present volume is the result of the need at the Institute 
of a book suited for use in a number of courses where the 
amount of prescribed time, and ground to be covered, varies 
in each course. It seemed unnecessary that the book should 
treat of hydraulic motors, hydraulic machinery, and several 
other applications of hydraulics, since these subjects were being 
taught separately with the aid of books devoted to them exclu- 
sively- Therefore in this volume these topics have been 
omitted and the entire book devoted to a discussion of the 
more common and important problems. 

An attempt has been made to so arrange the material that 
its order may be clear and logical, and its field of usefulness 
limited only by the ability of the instructor. 

Much importance is placed upon the use of Bernoulli's 
Theorem as a fundamental in discussing problems of steady 
flow, since the writer has found that students are better able 
to grasp the problems of hydrodynamics once this principle 
has been made clear to them. 

At the end of each chapter appear problems intended to 
illustrate the application of the principles just preceding, and 
in a majority of instances, references are given to standard 
literature in order that teacher, student, and practicing engi- 
neer may pursue their studies further if desired. 

ili 
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NOTE 

In the present edition will be found, following the Appendix, 
a series of problems presented as a revision of those appearing at 
the ends of the chapters. These revised problems are temporarily 
placed there to avoid alteration in the plates which, under present 
war conditions, seems unwise. 

August, 1918. 
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HYDRAULICS 

CHAPTER I. 

INTRODUCTION 

1. Definitions. — A fluid body is a mass of particles among 
which the force of cohesion is so slight that they may be easily 
made to change their relative positions by the application of 
small forces. We may conceive of a body as being entirely 
devoid of internal friction, thus permitting perfect freedom of 
motion of one particle past another. Between two particles 
the action of any force must, in this case, be in a direction nor- 
mal to the contact surfaces, and the force cannot have any 
tangential component. Such a body we will call a ^'^ Perfect 
Fluids'' although it is not known that one exists. Air, gases, 
water, alcohol, mercury, and many other bodies possess fluidity 
to a high degree and are often spoken of as perfect* fluids. 
The extent to which the tangential component is present deter- 
mines the ease with which the body may be made to change its 
shape. Oils, glycerine, molasses, etc., represent lesser degrees 
of fluidity. 

Fluids may be either gaseous or liquid. The general study 
of the principles and laws which control the behavior of liquid 
bodies, when at rest or in motion, is generally referred to as 
" HydrauUcs^^^ although the derivation of the word signifies the 
flow of water in a pipe, and thus implies motion. There are 
naturally two divisions of the subject, Hydrostatics, a discussion 
of liquids at rest, and Hydrodynamics^ a study of liquids in 
motion. 

It is to be noted here that, while we shall confine ourselves 
in future discussions to the one liquid, water, the same laws 
and reasonings can be applied to any liquid whose physical 
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properties resemble' ttose of water. For liquids at rest, the 

governing laws are independent of the degree of fluidity, since 

motion of the particles must take place before the tangential 

stresses can be developed. In the case of liquids in motion, 

this independence does not hold. 

2. Physical Properties of Water. — Although water is not a 
perfect fluid, it is permissible for all engineering purposes to 
assume it so. Between its particles, therefore, the mutual pres- 
sures are always normal to the contact surfaces ; and upon any 
plane or surface in the water the pressure must also be normal. 

Weight. — The weight of water per unit volume varies with 
its temperature and purity. As one would expect, water near 
the boiling point is much lighter than at 39.3° Fahr., where 
it has its maximum density. Salt water, too, is known to be 
heavier than fresh, although the difference is not great. In 
Table I of the Appendix is given the weight of a cubic foot of 
distilled water at various degrees of temperature as determined 
by Rossetti. It will be noticed that for ordinary ranges of 
temperature the weight per cubic foot is not far from 62.4 lb.; 
and if we make some allowance for the presence of impurities, 
an average value of 62.6 lb. will sufiice for ordinary calcula- 
tions. In testing motors and pumps, where it is necessary to 
make accurate measurements of volume and weight, it is well 
to select from the above-mentioned table a unit weight to accord 
with the observed temperature of the water. For calculations 
involving salt water a mean value of 64.0 lb. may be assumed. 

In subsequent formulae in this book, the weight per cubic 
foot of water will be represented by w. 

Compressibility. — Water has practically perfect elasticity of 
volume, but no elasticity of shape. It suffers sensible compres- 
sion under great pressures, but regains its original volume 
upon removal of the pressure. Grassi found that a pressure 
of 14.7 lb. per square inch (one atmosphere) on each of the 
faces of a cube of water caused it to lose about 0.000050 of its 
original volume when its temperature was 32° Fahr. This 
is so small an amount as to almost justify the popular belief 
that water is incompressible, and for most engineering purposes 
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it may be so regarded. For pressures below 1000 lb. per 
square inch experiments indicate that the amount of compres- 
sion varies directly as the pressure ; but for very high pressures 
it has been recently pointed out by Hite* that this law no 
longer holds. Under a pressure of 65,000 lb. per square inch 
he obtained a reduction in volume of 10 per cent. 

Example. — Assuming a cubic foot of sea water to weigh 
64.0 lb. per cubic foot at the sea level, determine its unit 
weight at a depth of 600 ft. 

Let w = unit weight at the surface. 
w' = unit weight at 600 ft. depth. 

V = volume of a given mass at surface. 

V = volume of same mass at 600 ft. depth. 

The unit weight will vary inversely as the volumes, or 

w V' 

By the law of Grassi 

V = (^— 0.00005 F'x pressure in atmospheres). 



At a depth of 600 feet it will be shown later that the pressure 
We ma 
w X V 



is -— atmospheres. We may therefore write 

ud.l 



V- 0.00005 Fx ^ 
33.1 



or, since Vin this particular example is 1 cubic foot, 

J4 

0.025' 



fi-A 
w^ = nTToA ~ ^"^'^^ ^* P®^ cubic foot. 



33.1 

From this it may be seen that the increase in weight due to 
compression is too slight to be regarded in ordinary computa- 
tions. 

Modulus of Elasticity. — On the basis of Grassi's figures we 
may determine a modulus of elasticity for water which will be 
* Engr. News, Oct. 4, 1900. 
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a volume or bulk modulus. It is the value of the ratio of the 
stress per unit of area to the change per unit of volume. 
Denoting the former by p and the latter by A V-*- Fi where 
A F* represents the total change in volume, we have 



11= 



J2 = 



14.7 



A r-i- F .00005 



= 294,000 lb. per square inch. 




a 
b 



Fig. 1. 



It should be noted that this value of H holds only for pressures 
under 1000 lb. per square inch and for ordinary temperatures. 

3. Equal Transmission of Pressure. — One of the marked char- 
acteristics of a fluid is its ability to transmit pressure, applied 
to its surface, equally in all directions and with undiminished 

intensity. Thus in the accompany- 
ing figure if a pressure of 10 lb. per 
square inch be applied to the water 
surface ab by means of a force ex- 
erted upon the piston, then this 
pressure will exist in all parts of 
the contained liquid and upon all 
parts of the reservoir walls in addi- 
tion to any pressure that may pre- 
viously have existed by virtue of 
the weight of the water itself. 

This principle finds an application in the hydraulic press. 
Here a comparatively small force, existing on the face of a piston 
in a small cylinder filled with water, is transmitted by a pipe to 
a larger cylinder, where it acts upon the face of a larger piston 
and exerts a total force in proportion to the face area. The 
ratio of this total force to that acting on the small piston will 
be as the ratio of the respective piston areas. 

4. Units of Measure. — The elements of distance, force, and 
time enter into all hydraulic discussions, and will be measured 
by units of the foot-pound-second system. The foot is the 
common English foot of 12 inches, and the pound is the avoir- 
dupois pound of 16 ounces. Unless otherwise stated, these will 
be the units employed in all hydraulic formulae found in this 
work, and it is essential to see that all data are reduced to these 
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units before making substitution in the formulse. In accord- 
ance with this plan, areas will be expressed in square feet; 
volumes, in cubic feet; intensity of pressure, in pounds per 
square foot ; and duration of time, in seconds. It is quite 
common practice, however, to measure intensity of pressure in 
pounds per square ineh^ and volumes are often given in gal- 
lons. In this connection the following relations will be found 
useful : 

1 cu. ft. = 7.48 U. S. gal. 

1 U. S. gal. = 231 cu. in. 

1 U. S. gal, = 0.8381 Imperial gal. 

The Imperial gallon is mostly used in Great Britain. 

As the motion of water, in most cases, is due to the action of 
gravity, the quantity g will often appear in this work. By g we 
represent the acceleration, due to gravity, of a freely falling 
body. It is the change in velocity during one second of time, 
and consequently will be expressed in feet per second, per sec- 
ond. Its value at any point on the earth's surface depends on 
the distance of the point from the center of the earth's massy 
and may be obtained from the following formula by Pierce : 

g = 32.0894 (1 + 0.0052375 sin2 Z) (1 - 0.0000000957 e). 

Here I is the latitude of the place and e its distance in feet 
above sea level. A mean value for g^ and one sufficient for all 
ordinary calculations, may be stated as 32.2 ft. per second, per 
second. 

5. Numerical Problems. — In order to familiarize one's self 
with the principles of hydraulics, no better way can be found 
than in the working of many numerical problems. To this 
end numerous problems will be given in this book, and should 
be worked out by the student. Habits of neatness, accuracy, 
and method should be acquired in their solution, and it is desir- 
able that each problem be done in ink on a separate sheet of 
good paper, and finally bound into one convenient volume. 
Such a book will prove of great value to the student, not only 
in the training received while making it, but for reference in 
after years. 
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In general the use of logarithms is recommended, tables of 
four or five places being sufficiently accurate. The student is 
warned against deceiving himself as regards the accuracy of 
his results, and he should inspect his data with a view to deter- 
mining the probable percentage of error in his answer. This 
latter should not be given so as to indicate a higher degree of 
accuracy than is warranted by the data. A problem may serve 
to illustrate the point. The cross-section of a natural stream 
is figured as 756.2 sq. ft., and the mean velocity of the stream 
past the section is 3.2 ft. per second as obtained by observa- 
tions with a current meter. The discharge of the stream as 
given by the product of the above figures is 2419.84 cu. ft. per 
second. This result, however, is misleading, as the area may 
be in error by 10 sq. ft., and the figure for velocity in error by 
at least 0.2 ft. per second. If the area were 745 sq. ft. and 
the velocity 3.0 ft. per second, the rate of discharge would be 
2235 cu. ft. per second, while with an area of 765 sq. ft. and a 
velocity of 3.4 ft. per second, the discharge would be 2601 cu. 
ft. per second. Between these two figures there is a wide dif- 
ference, and our answer contains all the possible accuracy when 
stated as 2400 cu. ft. per second. 

The use of a slide rule will often save laborious calculations, 
and the student should early acquire a knowledge of its use and 
limitations. 

PROBLEM 

L — If a vertical cylindrical column of water is 100 ft. high, what would 
be its height (cross-section remaining constant) if water were absolutely 
incompressible ? 



CHAPTER II 

HYDROSTATICS 

6. Intensity of Pressure. — By intensity of pressure we denote 
the pressure per unit of area. If dA represents a very small 
part of an area A^ and dP the total pressure upon it, then the 
intensity of pressure is . 

^ dA 

If the intensity be the same for the entire area A^ we may write 
the total pressure on A as 

P==jp.dA=pA, 
from which 

'=3 « 

The student will see that if p is not the same over the entire 
area, formula (1) gives an average value oi p. As has been 
already pointed out, its numerical value in hydraulic work is 
commonly expressed in pounds per square inch. 

7. General Relation between Pressures at Different Points in 
a Liquid. — In Fig. 2 let m and n be any two points arbitrarily 
chosen in the liquid whose upper or "free" surface is aJj 
Between m and n is shown any imaginary prism of water whose 
end faces contain the points in question. The cross-sectional 
area dA of the prism being infinitely small, the pressure on 
these faces may be assumed as of uniform intensity. Denoting 
these intensities by p^ and p^^t the total end pressures are p^dA 
and p^dA respectively. The other forces acting upon the prism 

7 
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are the pressures on its side faces and its own weight, which 
may be written w 'I* dA. Since all these forces form a bal- 
anced system, they may be re- 
^ ^ solved into components along 

rectangular axes and the alge- 
braic sum of each set put equal 
to zero. With axes as shown 
in Fig. 2, we may then write 
(remembering that the side 
pressures have no X comps.): 

^X = pictA — p^clA 

— w -I' dA cos a = 




, Jt« 

^^W=fJol'dA 



Fig. 2. 



from which 



(2) 



h being equal to I cos a, the vertical distance between m and n. 
From (2) we see that the difference in pressure is dependent 
solely upon the difference in elevation between the two points. 

Note. — If the points lie in the same horizontal plane, then the 
pressures are the same. 

Had the point m been chosen in the surface aJ, p^ would 
have been the pressure of the atmosphere above the liquid, or 
Pa, and for the value of the pressure at any point lying a dis- 
tance h below the sjirface, we should have 



-■'.^j'i'^l 



h 



P^Pa 



•^ tvh. 



(' 






(3) 



The appearance of p^ in this expression is another illustration 
of the transmission of pressure. 

8. Illustration of the Foregoing Principles. — In Fig. 3 the 
reservoir M is connected by the tube GD with the reservoir 
at the lower level N, All portions of the tube are assumed 
tilled with water. 

The weight W on the piston at N is just heavy enough to 
maintain the water in iff at a constant level. For the pressure 
at any point such as A we may write 
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and for a point -B at a depth h^ below ^ the pressure is evidently 
p^ increased by w\. 




or 



or 



Fig. 3. 

This value of p^ must hold good for points O and D as they lie 
in the sam^ horizontal plane. For a point E we have 

and for the pressure at N, beneath the piston, 

Pa=Pb- ^K 
which may be written, by aid of the previous equation, 

P^= Pa+ ^^1 + ^^2 + ^^3 ~" ^^4' 

"= Pa-^ ^Ch -H ^2 + ^3 "■ ^4) 

Pa = Pa-^ ^^' 

This last might have been at once derived from equation (3), 
since h is the distance of the point at If below the free water 
surface. 

9. Relative and Absolute Pressure. Pressure Head. — In the 

previous problem, p^ is the pressure on each unit area of the 
under side of the piston at JV, which is open to atmosphere on 
its upper side. It is clear that, as far as the effectiveness of the 
water pressure in sustaining the weight IT is concerned, jt?^ need 
not enter into the discussion, as it acts on both sides of the piston 
and produces no resultant force. Eliminating p^^ we obtain a 
value for p^ which measures the excess of the pressure over, or 
above, the atmospheric. We call this Relative Pressure. 
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If jt?, be included in jp^, the pressure is measured above vacuum, 
or absolute zero, and is called Absolute Pressure. This latter 
need be seldom used in the simple problems of statics, as atmos- 
pheric pressure generally appears on a body as a set of balanced 
forces which produce only internal stress and may be discarded. 
Thus, if we are finding the pressure against a reservoir wall, we 
are not concerned with the absolute pressure, since the atmos^ 
phere is acting on the opposite face of the wall also, and has no 
effect upon its stability. 

Equation (3), therefore, becomes, for most cases (using 
"relative" units), 

p = wh (4) 

In either formula (3) or (4) it should be remembered that, in 
substituting numerical values, care must be taken to see that the 
units used are consistent. If w be in pounds per cubic feet, 
then h must be measured in feet and p will result in pounds per 
square foot. Similarly h may be in meters ; w^ the weight, in 
kilograms per cubic meter ; and p will be in kilograms per 
square meter. The formula is therefore homogeneous, admit- 
ting the use of any system of units. 

Pressure Head. — The quantity h has been used to represent 
the vertical distance from the free surface to the point in ques- 
tion. The distance is commonly called the Tiead on the point, 
and because it causes the pressure jt?, it is also known as the 
pressure head. The same name is applied to its equivalent, 

^. If we are using absolute pressure units, the pressure head 

will be (h 4- 34) ft., since atmospheric pressure is equivalent 
to that produced by a head of water measuring 34 ft. (See 
Art. 11.) Whenever the pressure (^p^ on the free surface 
varies from the atmospheric, the pressure head in absolute units 
will be the sum of the hydrostatic head and that corresponding 
to the pressure po. That is. 
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10. Definition and Form of a Free Surface. — We have already 
referred to the water surface in contact with the atmosphere as 
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a "free" surface. Properly speaking, if a liquid has a free sur- 
face, then upon that surface there is no pre%9ure. It is common, 
however, to regard a surface upon which there is only atmos- 
pheric pressure as a free surface. 

It is at once evident that a free surface is one of "equal 
pressure" and hence is horizontal (Art. 7). 

11. Atmospheric Pressure and Water Barometer. — The atmos- 
phere is a perfect fluid, exerting a normal pressure upon all sur- 
faces with which it is in contact. It has been experimentally 
found that tlie intensity of its pressure, under normal barometer 
conditions at sea level, is about 14.7 lb. per square inch. Were 
it an incompressible fluid, we should find the pressure at a 
point distant h feet above sea level diminished by w'A, tu^ de- 
noting the weight of atmosphere per cubic unit. Assuming 
this latter at 0.0807 lb., an experimental value found at freez- 
ing temperature under a pressure of 14.7 lb. per square inch, 
the pressure at an elevation of 6200 ft. above sea level would be 

\. rr 0.0807x6200 n o ii. • u 

^ = 14.7 — = 11.2 lb. per square mch. 

Actually the pressure is a little greater than this (11.6 lb. 
p.s. in.), owing to the variation in density of the atmosphere. 
Water Barometer. — This very simple device may be used to 
demonstrate the existence of atmospheric pressure and also to 
measure its intensity. A long tube, closed at one end, is filled 
with water and the open end temporarily stopped. It is then 
placed in an inverted position with the stopped end beneath a 
water surface and the stopper removed. If the length of the 
tube be as great as 36 or 40 ft. it will be found that the 
water remains partly filling it, there being 
a portion of the tube above c (Fig. 4) which 
contains a partial vacuum. The absolute | 

pressure at c is therefore zero and at c? it is > 

14.7 lb. per square inch. From equation (2) i 

we have I 

± 



(14.7 X 144) - = 62.5 h. tn^i^d 



A = 34 ft. (approximately). fio. 4. 



^^ 
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This is the height to which a water column may be maintained 
by ordinary atmospheric pressure. If mercury be used in the 
tube instead of water, the height of the column will be 

w 848.7 

= 2.5 ft. or 30 in. 

and the tube can be made shorter and more easy to handle. 
Church, in his " Mechanics of Engineering," points out the fact 
that the height of the water barometer is sensibly decreased by 
water vapor which forms, even at ordinary temperatures, in the 
top of the tube. This is not so in the case of mercury, save at 
high temperatures. 

The operation of the so-called suction pumps depends on the 
above principle. A partial vacuum having been created by the 
piston or runner in the pump chamber, the water is forced by 
the atmosphere to rise in the suction tube; and, were the 
vacuum perfect, the limit to the height to which the water 
might be raised would be 84 ft. The impossibility of a per- 
fect vacuum, however, coupled with the frictional resistance 
offered the moving water by the walls of the suction pipe, 
causes the distance to be materially reduced. The best of this 
type of pump can rarely exceed a lift of 28 ft. and a good 
" working-lift " is from 20 to 25 ft. 

12. Water Piezometer. — A piezometer, as the name implies, 
is an instrument for the measuring of pressures. A water 
piezometer generally consists of a straight 
glass tube inserted in the side of a reservoir, 
containing water under pressure, and carried 
vertically upward to a height sufficient to pre- 
vent overflow (Fig. 5). The height h of the 
free surface in the tube above any point m in 
the reservoir exactly measures the pressure at 
that point, since p = wh. It is quite obvious 
that the location of the point of insertion makes 
no difference in the height h to which water 
will rise in the tube and ah marks the level of all such 




Fig. 5. 
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piezometer columns. As has been noted previously, the ab- 
solute head on the point m is A 4- 34 ft. since the top of 
the tube is open to the atmosphere. This form of piezometer 
is found very useful in experimental work, as the tube may 
be placed in any convenient position and connected with 
the reservoir by means of a piece of rubber tubing. Care 
should be taken in measuring small pressures that the internal 
diameter of the tube be large enough to prevent capillary action 
from affecting the height A. Gibson in his " Hydraulics" recom- 
mends the use of tubes having an internal diameter greater than 
0.3 in., and figures that for this particular size the effect of 
capillarity is to increase the true height of the column by 0.15 
in. (water at 68° Fahr.). For a 0.6-in. tube the increase is 
0.092 in., and it would seem that no tube of smaller diameter 
should be used for accurate results. 

If the pressure in the reservoir (Fig. 6) be maintained at less 
than the atmospheric, no column will rise in the piezometer and 
air will enter continuously at the top. 
If the top be bent over and downward 
into a vessel of water (Fig. 6), the at- 
mosphere will cause a column of the 
water to rise to a height h in the tube, 
from which a measure of the pressure is 
obtained. Neglecting the weight of the 
air caught in the portion ab of the tube, 
the pressure on the free surface in the reservoir is the same as 

that at c. This latter, from (2), we 




Fig. 6. 




know to be 



p^Pa 



wh. 



13. The Mercurial Gauge. — It will 
be seen that, for pressures differing 
much from atmospheric, the use of 
the above type of gauge necessitates 
a long length of piezometer tube- 
To obviate this, mercury is gener- 
ally employed and the form of the 
tube changed. The general arrangement is shown in Fig. 7. 



^^^ 



Fig. 7. 
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The tube is bent into a U -shape and into the loop of the U mer- 
cury is poured. A stopcock at c permits the expulsion of all air 
from the reservoir end of the tube, and the water may come 
into direct contact with the mercury. The difference in level z 
between the two mercury columns being indicative of the pres- 
sure at a, we have 

•r 

ji^j-« t^ (13.5*25 — A), \»< 

13.59 being the specific gravity of mercury, or the ratio — . 

w 

If the position of the U-tube is such that a is above m, then the 
negative sign in the above expression becomes positive. 

Mercury may be used also with much convenience in the 
vacuum gauge shown in Fig. 6. For the pressure on the free 
surface (either in the column or reservoir) we should obtain 

p = p^ — IS, 59 wh. 

14. The Differential Gauge. — This gauge is used to measure 
differences in pressure, and in general arrangement is similar to 

that shown in Fig. 8. A and B 
are two separate reservoirs con- 
nected by the tubing a-b-c-d-e-f. 
Mercury occupies the bottom of the 
U-shaped portion, and cocks at b 
and e permit the filling of the rest 
of the tube with water from the 
reservoirs. Because of greater 
pressure in A^ there is a difference 
in level z between the two columns 
of mercury. From this measured 
difference we may proceed to cal- 
culate the difference in reservoir 
pressures as follows: 

At e and d the pressures are 
Pc=^Pm'' ^^ ^^d Pd =Pn — ^*y respectively, m and n being 
points arbitrarily chosen in A and £. The difference in these 
pressures is measured by the mercury column z so that 




Fig. 8. 



^Y . 
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Pc -Pd = W^Z = (jPm - W^^ - iPn - ^y)^ 

from which we may obtain 
Reference to the figure shows that 

and by substitution there results 

= tt;[2(«-l)-.A], .... (5) 

(« being the specific gravity of the mercury). If the points m 
and n be situated in the same horizontal plane, then A = and 
(6) becomes 

Pm—Pn^ ^^ (* — 1) = 12.59 wz, . . . (6) 

This gauge finds a very wide use in practical and experimental 
work. Its one disadvantage, in the form as outlined, is that 
small differences of pressure are not possible of accurate meas- 
urement, since the mercury pressure-head is only one twelfth 

(roughly) of the actual differential head ^a — £«, Any slight 

w w 

error, therefore, in reading the head z will be magnified in the 
same ratio. To obviate this it is common to use, in place of the 
mercury, a liquid whose specific gravity is only slightly greater 
than that of water. Cole in some of his experiments used a 
mixture of carbon tetrachloride and gasoline which had a 
specific gravity of 1.25. From (6) it will be seen that this 
resulted in the relation 

^--^'• = .25. 
w 

or z was four times as great as the actual difference in pressure 
heads. Therefore a small error made in measuring z was ren- 
dered negligible. The liquid most commonly used in place of 
the mercury is kerosene oil which has a specific gravity of 
approximately 0.79. Since it is lighter than water a slight modi- 
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fication of the gauge is necessary (Fig. 9). Cocks at a and h 
permit the partial tilling of the vertical tubes ac and bd. 
Oil is then poured in at e until the upper 
portion of the tube is full and all air 
expelled. From the difference of level z 
we may obtain, by a process of reasoning 
similar to that already used, 

IfA = 0, p^--p, = wz(l--8). . (7) 

Using 0.79 as the value of 8 for kero- 
sene, there results 

■22LZ£2S = 0.21 z. 
w 

15. Total Normal Pressure on Plane 
Surfaces. — If a plane surface be im- 
mersed in a horizontal position, it follows 
from Arts. 6 and 7 that the total normal pressure on it will be 

P = Ap = Awh^ 

A being the area of the surface. It will now be shown that for 
a plane surface immersed in any position, the total normal 
pressure may be calculated from 

P = Awh^rt 
if \ be the head on the center of gravity of the surface. 




Fig. 9. 




yz 
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Figure 10 shows such a surface, lying in the plane XYZ. 



TOTAL PRESSURE ON A CURVED SURFACE 17 

This plane cuts the water surface in the line -XT', and the 
angle between the plane and the water surface we will call a. 
Selecting a very small part dA of the total area, so small that 
the pressure over it is of uniform intensity, we have, as the 
total pressure upon it, 

dP =^P'dA = i0h'dA. 

For total-pressure on the entire area we have 

P = Cwh • dA = \w • X sin a • dA =:w sin a (x* dA. 

The integral of x-dA is the moment of the area about XFaq 
an axis, and may therefore be written x^A where Xq is the 
distance from the axis to the center of gravity of the area. We 
may therefore write 

P = w sin a XqA^ 
or 

P==AwhQ, (8) 

where h^ is the head on the center of gravity. Hence the fol- 
lowing theorem: 

The total pressure on an immersed area is the product of that 
area, the weight of a cubic unit of water, and the head upon its 
ce?iter of gravity. 

Example. — Find the total pressure on a vertical, rectangular 
sluice gate, 4 ft. wide by 6 ft. deep, the head on its upper edge 
being 10 ft. 

P = Awh^ = 4 X 6 X 62.5 X 13 = 19,500 lb. Ans. 

16. Total Pressure on a Curved Surface. — It can be shown 
that the above theorem applies with equal exactness to any sur- 
face, be it plane, curved, or irregular. However, the total 
pressure on surfaces of the last two classes is usually of little 
or no practical value to the engineer. It would be the algebraic 
sum of a system of forces all acting in different directions, and 
in general we know that such a system cannot be replaced by a 
single resultant. 

More often it is desired in the case of curved surfaces to find a 
component of normal pressure in some fixed direction. (See 
Art. 20.) 
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17. Center of Pressure. — An immersed plane surface is pressed 
upon by a system of parallel forces, infinite in number, which 
may be replaced by a single resultant force. The point on the 
surface at which this acts we will call the Center of Pressure. 
As noted in the previous paragraph, the pressures on a curved 
surface do not form a parallel system, hence they cannot, in 
general^ be reduced to a single force. 

The case of the plane surface may be represented by Fig. 10. 
The resultant of all the pressures on the surface is supposed 
to be acting at the point c. p. and we are to determine first its 
distance from XY^ the line of .intersection of the plane contain- 
ing the surface and the plane of the water surface. 

Considering a very small area dA^ we have as the total pres- 
sure upon it, 

dP = dA 'Wh . 4 . . . . (a) 

and its moment about XY is 

dP'X=:dA wh'jx (6) 

If in this way the moment of the pressure on each elemen- 
tary area be found, we may place their sum equalto the moment 
of the resultant pressure by its arm a?^. That is, 

P'X.^jdPx, 

or, from (a) and (J) 

xAdA • wh = \dA -wh'X (c) 

From Fig. 10, 

A = re • sin a, 

which substituted in (<?) gives 

w; • sin a • ^cf ^ • ^^ = w; • sin aj a^ • dA^ 

S^'dA I 
or x,^J- -=- (9) 

^X'dA ^ 

The integral of ofi • dA will be recognized as the Moment of 
Inertia of the area, while the integral of x • dA is the expressed 
moment of the area about the chosen axis, or its Statical 
Moment. 
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It is evident that Xc measures only the distance to the center 
of pressure down from XY and does not fix it in a lateral 
position. To do this it is necessary to take moments about 
another axis (not shown in Fig. 10) lying in the plane XYZ 
but at right angles to the previous axis. If by y we represent 
the distance from any elementary dA to this axis, we shall have 
as the moment of the total pressure on dA about this axis, 

dP . y = dA 'W •h'yi 
and as before, P .y^:=. ^dP • y, 

yAdA 'W 'h= \d^ 'W-h^y^ 
h=^X' sin a, 

and finally, J^yiA 

jx'dA 

In applying this formula, it is necessary that y be expressed as 
a function of x. 

In general the engineer has only to do with the vertical 
position of the center of pressure and (10) is seldom used. 
For some special cases the lateral position is easily located, as 
will be shown in the following paragraphs. 

horizontal Surfaces. — If the surface be horizontal, the head 
on all points being the same, the forces are all equal, and the 
center of pressure will lie at the center of gravity. 

18. Examples. — The forms of surfaces most commonly met 
with in engineering work are the rectangle, triangle, and circle. 
For these we will now derive general equations for locating the 
c. of p. Reference to formula (9) shows that the position of 
the c. of p. is independent of the angle a (Fig. 10) provided 
it has any value other than zero. (For this value the given 
derivation of (9) would not hold.) Hence we may rotate the 
surface about XY without the c. of p. changing. If a =90°, 
the h for each elementary area becomes its x also, and it will be 
a matter of convenience if we assume our surfaces vertical. 

Rectangle (Fig. 11). — Here we will take our elementary area 
as a horizontal strip. Then all parts of it will have the same x. 
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5P^ 



-I 1- 

A,! 



x,= 



dx 



Jl- 



Fig. 11. 



tl. 



I i 



= •' , where dA = b-dx. 

jx'dA 

If Aj = 0, or the upper edge of the rec- 
tangle be in the water surface, 



This is a very useful relation and 
should be remembered. 

Triangle. Base Horizontal^ Ver- 
tex Up (Fig. 12).— 

dA = u ' dx. 

From similar triangles 

w __ a; — A| __ b(x — h{) 

h h^ — h^ h^ — h^ ' 







A2 - A; 
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A,a^ 


/«• _ 


h-K 
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*«- 
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3 


A,a;2 




K,-\ 


2 



or 



i a,-A,)^(:3A,g+2AA+^,') 

' 2 (A2-A,)2(2A2 + Ai) 

^' 2 * 2 Ag + Ai 
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If h^ = Oy or the vertex lie in the water surface, then 

Triangle. Base Horizontal^ Vertex Down (Fig. 13). — By the 
same method as before we may 
arrive at the result 

, 3A,2+2Mi + V 

If Ai = 0, 

x.^l'd. 

Note, In the ease of the rec- 
tangle and triangles our elemen- ^iq. 13. 
tary areas had their length par- 
allel to the surface. This means that the pressure on each strip 
was uniformly distributed and might be replaced by a single 
force acting at the middle of the strip. Conceiving the whole 
area to be subdivided into elements, each having its resultant 
force, we find these latter lying on a medial line, as does also 
their resultant. In these cases the c. of p. is exactly located 
by formula (9) and the medial line. 

Corollary. — If an area have an axis of symmetry at right 
angles to the moment axis, the c. of p. will lie upon it. 

Circle. (Fig. 14). -^ Here let h 
be the head on the center of the 
circle. 




Xr = - 



p. 



dA 



_ I, + Ax,\ 



l____l_i_ 



J^ 



dA 



or 



4 



Fig. U. 



Xr=' 



•r^h 



Axc, 



-'^u- 



Example. — A trapezoid of the shape shown in Fig. 15 is im- 
mersed vertically with a head of 10 ft. on its upper edge. Find 
the location, both vertically iind laterally, of the center of pressure. 
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For convenience divide the figure into a rectangle and triangle 

as shown, whose values of I and 
S may be found separately. 
For the rectangle, 




where I^ 
the 



J- 



3 X (4)3 



12 



is the moment of iner- 
tia of the figure about an axis 
through its center of gravity par- 
allel to the water surface. The 
quantity x^ is the distance be- 
tween these two axes. 

4- (12 X 144) = 1744. 



/S'=12xl2=144. 



Similarly for the triangle, 



Finally, 



/ = ^-^y^V [6 X (lli)2] = 771. 

/y=6xllj = 68. 

^ _ J_ 1744 + 771 _...Q.. 



The lateral position of the c. of p. may be determined from the fact 
that it must lie on the medial line. (See note in preceding para- 
graph.) If y be its distance from the left hand edge of the 
figure, then 

3 8' 
or y = 2.3 ft. Ans. 

19. Relation between Center of Gravity and Center of Pressure. 
— The position of the c. of p. is always below the c. of g. of a sur- 
face. Were the intensity of pressure uniform over the surface, 
the resultant pressure would necessarily be applied at the c. of g. 
But since the pressures increase in magnitude as the head 
increases, the resultant pressure is carried downward and is 
always applied below the c. of g. If we pass from moderate to 
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great depths, the variation in pressure on a surface becomes less 
and the c. of p. approaches the c. of g. as a limit. On small 
areas, therefore, located at depths of considerable magnitude, 
it is quite permissible to consider the positions of these two 
points as identical. 

Example. — Find the position of the c. of p. for the rectangle 
shown in Fig. 16. ,«.«««^— ^_-^ 

By Art. 17, x, = ^ =^=^5 

I 

J= Jo + Aro^ = ^ ^ ^^y ^ ^ -f (8 X 10000) ,io/ 

= 10.667 + 80000. 
^ = 8x100 = 800, 
10.667+80000 



x. = ' 



800 



100 + .013. 




.-t- 



20. Component of Normal Pressure in a 
Given Direction. — Instead of finding the ^^ ^g 

total normal pressure on a surface, it may 
be desired to find a component of this pressure parallel to 
some fixed direction. There arise several distinct cases. 

Case (1). Plane Surface. — In Fig. 17, P^ may represent the 

required component, making an an- 

• ^ gle a with the normal pressure P. 

'^ The other component of P is, of 
r ^ course, perpendicular to the re- 
--'-''' ^1 quired component. For the value 




Fig. 17. 



of Pj we have 

Pi = P • cos a = A tvhQ cos a. (a) 

The area A is represented by C-D 
in edge view and if C^-iy be the 
projection of -4. on a plane perpen- 
dicular to Pj, we have as a value of this projected area, 

Ai = A cos a, 
from which and (a), 

P,^A,wh,, (11) 
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or Pj is the product of the projected area and the intensity of 
pressure at the c. of g. of the original area. Hence the following 
Theorem. — To find the component of pressure parallel to a given 
direction, project the area upon a plane perpendicular to the com* 
ponent and multiply the projection hy the intensity of pressure on 
the c, of g. of the original area. 

Example. — Let it be desired to find the horizontal and ver- 
tical components of total normal pres- 
sure against the surface a-J, shown in 
Fig. 18, assuming that the length of a-b 
measured perpendicular to the plane of 
the paper is 10 ft. 

By the above theorem, — 

P, = (3 X 10) X 62.5 X 6 = 11250 lb. 
Pa = (4 X 10) X 62.5 X 6 = 15000 lb. 

Case (2). Curved and Irregular Sur- 
faces. (Fig. 19). — The following figure and demonstration 
are given for the special case of a surface of single curvature, 





./ — \^ 



n 



Fig. 19. 



although the same reasoning and results would be obtained 
from the consideration of an irregular or double curved surface. 
Again, C-D will represent the edge view of our surface. We 
may imagine it to be such a surface as might be formed from a 
bent iron sheet. If we consider a small elementary area dA, 
the normal pressure upon it is 

dP = dA ' wh, and dP^ = dP • cos a = dAwh • cos a. 
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Evidently the total value of Pi may be expressed as 

Pj = J dA ' wh cos a, (123 

where h and cos a are both variable, having, in general^ no 
relation. The expression cannot then be simplified, but a 
graphical representation of Pi may be made. If on a plane 
perpendicular to Pi the area C-D be projected, we obtain an 
area representing the integral of dA • cos a. On each projection 
of a dA we may imagine a normal ordinate to be erected equal 
to the h for the corresponding dA in the real surface. Such an 
ordinate is x-i/. A little thought will show that they do not 
increase in length in proportion to their distance from B 
(measured on C^-D^) and, therefore, m-n is not a straight line. 
Between the plane C'-D' and the curved surface m-n (in which 
lie the ends of all the ordinates) is a volume representing 
J h dA cos a, and if this be considered a solid, having a unit 
weight w equal to that of water, then its total weight will be 
Pi = J wh dA cos a. 

The student will see that this procedure is wholly for illus- 
trative purposes and has no practical application. 

(3) Special Cases. — (a) A curved or irregular surface with 
h assumed constant. If in formula (12) the value of h be 
assumed constant, we have 

Pi = wh\ dA • cos a = Aiwh^ 

which is the same as formula (11) for plane surfaces. Often in 
practical work the head is so large that the above assumption 
can be made. 

(J) Again, if the conditions are such that the angle a is con- 
stant, we obtain from (12) 

Pi = t^C08a fiJ-.A = w QO^aAh^ 
Pi = A^wh^ as before. 

Example. — As an illustration of this latter case, let it be de- 
sired to find the upward vertical component of normal pressure 



26 



HYDROSTATICS 



on the submerged cone shown in Fig. 20. It is quite obvious 
that the angle a is constant for all portions of the elementary 

area, and we may proceed to find F^ 
by projecting the conical surface up- 
on a plane perpendicular to the direc- 
tion of Pj (i.e. a horizontal plane). 
The area thus obtained would be 
equal to that of the cone's base, or 

J.i=:.7864sq. ft. 
•. P^^A^wh^^ .7854 X 62.6 x 10^ 




Fio. 20. 



or Pi =631. 8 lb. 



Ans. 631.8. 



It should be noted that h^ is the head on the center of gravity 
of the conical surface and not the c. of g. of the cone's surface 
as a whole. For the former, the c. of g. is located J of the dis- 
tance from the vertex to the base. 

((?) Perhaps most important of all to the engineer is the 
component of pressure in a horizontal direction; and it will 
now be proved that this may be found for any kind of surface. 




Fia. 21. 

Referring to Fig. 21 and comparing it with Fig. 19, it will be 
seen that for this particular case each ordinate xy increases in 
direct proportion to its distance below the water surface, and 
the mean ordinate A^ will therefore be found at the center of 
gravity of the projected area, (7'-2>'. The volume formed 
from, this area by the erection of ordinates on each dA will be 
V=A^h^; and its weight, if of water, would be W=Aiwh^. 
It was pointed out, however, in Case 2 that this weight was the 
equivalent of P^, so that we may write 



PIPES AND CYLINDRICAL SHELLS 



27 



I'u^A,^ 



(13) 



or, 




V/////////M////////////////////////, 



The horizontal component of pressure on an area is the same as 
the normal pressure 07i the vertical projection of the area. 

Example (Fig. 22). — Let it be required to find the mag- 
nitude of the resistance It which the bed of the stream must 
be able to offer the masonry dam 
in order to prevent its horizontal 
displacement by the pressure of 
the water. (Water 100 ft. deep.) 

The forces acting on the dam 
are three in number ; viz. its own 
weight Wi the water pressure on 
A-£^ and the reaction of the bed 
on the dam. (Of the latter force, 
It is the horizontal component.) 
Since these forces are in equi- 
librium, we may equate the algebraic sum of their horizontal 
components to zero, obtaining 

From (13) 

Pa = (100 X 1) 62.5 x 60 = 812500 lb. per linear foot of dam. 
Note. — The general and special cases treated in this article 
^ should be thoroughly mastered by the student 

to avoid serious error in the solution of practi- 
cal problems. 

21. Pipes and Cylindrical Shells under Pres« 
sure (Fig. 23). — This is another practical il- 
lustration of the foregoing principles. It is 
desired to find the amount of tensile stress 
(hoop tension) in a pipe containing water under 
pressure. It will be assumed that in any cross- 
section AS tho intensity of pressure is the 
same at all points of the circumference. This 
is equivalent to assuming the head on all 
parts of the pipe the same. In Fig. 23 one 
half of pipe has been removed and the two tensile forces T 




Fig. 23. 
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substituted to indicate the action of that half on the remain- 
ing portion. Any vertical line m-n passes through two 
elementary areas dA^ on each of which the pressure is p • dA. 
If we resolve these two pressures into horizontal' and vertical 
components, we obtain two equal and opposite vertical forces, 
and two equal horizontal forces acting in the same direction. 
Evidently the sum of the H components acting on all the 
elementary areas of the semicircumference is equal to 2 ^ 
(since for equilibrium Si5r= 0). , 

From Art. 20, the total H component of pressure is equal to 
the pressure on the vertical projection of the curved area, under 
the same head. If the length of pipe be unity, the area is d and 
Pj,=pd. Finally,— 

2T=P^=j9(?. 

This stress T is distributed over an area f, so that the stress pei 
unit area is 

/=!?' (14) 

and 

£^^^ (15) 

Ordinarily a pipe figured on the basis of this last formula would 
be too thin to withstand the strains arising from rough han- 
dling, unequal bearing, and water hammer, so that in practice it 
is customary to add an additional amount to the thickness 
obtained from (16). 

Note. — Formula (15) could have been obtained without the 
assumption of constant head, since we were concerned with find- 
ing the horizontal component of normal pressure, and we have 
seen that this can be done without any assumptions (Art. 20). 
It is obvious, however, that with the pressure varying over the 
interior pipe surface, the two tensile forces T would not be 
equal and it would be necessary to assume them so before pro- 
ceeding further. 
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22. Pressure oa Both Sides of a Plane. — In the cases of 
immersed planes previously considered, the total pressure on 
one side equaled that upon the other, as the head on the c. of 
g. was unchanged. Imagine, how- ^ 

ever, a plane such as A-B (Fig. 24) M 
separating the two water levels M 
and iV, and let C-D be an edge view 
of a certain portion of its area. The 
total pressure on any small dA will 
be, for the left-hand side. 



dP, 



dP^ = dA • wh-^ 



and for the right-hand side, 

dP^ = dA • w\. 
Their resultant (acting to the right) will be 






j\r 



'dP 



B 
Fio. 24. 



dB = dP^ - dP^ = dA wi\ - h^ = dA • wh. 

That is, the resultant pressure on any elementary area is de- 
pendent only on A, the difference in water levels. Each dA of 
C'B then has the same resultant pressure, and a single 
resultant applied at the c. of g. of O-J) may replace these equal 
pressures. This is graphically shown in Fig. 25. The varia- 
tion of pressure over A-B may 
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be represented, on the left side, 
by the straight line (?--&, and 
on the right side by A-P. The 
triangles O-B-E and A-B-F are 
similar, and A-B-F and C-D-E 
are equal. The trapezoid A- C- 
B'E represents the total pres- 
sure on the left of A-B^ from 
which we must subtract the 
triangle A-B-F^ or its equal, 
C'D-E^ in order to obtain the resultant pressure. This will 
give the rectangle of pressure A-B- 0-2>, which shows the re- 
sultant pressure to be uniformly distributed over A-B. 
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Fig. 25. 
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23. Pressure on Immersed Bodies. — Theorem of Archimedes. 
About the year 250 B.C. Archimedes discovered the important 
law that immersed bodies lose a portion of their weight equal 
to that of the volume of water displaced by them. The proof 
is simple (Fig. 26). AB is any such body through which we 




Fig. 26. 

will pass a vertical plane C-D (perpendicular to plane of paper). 
The horizontal components of total pressure ITi and ^g' ^^ ^^^ 
irregular areas mAn and mBn^ must be equal, as both are 
measured by the same projected area m-n (Art. 20). If the 
vertical plane O-B were passed through the body parallel to 
the plane of the paper, we should obtain JSTg = -ff^, these latter 
forces being at right angles to H^ and H^- Evidently 2J5r= 
for all the normal pressures. To investigate the vertical com- 
ponents, assume a vertical prism e-f with end areas so small 
as to give uniform intensity of pressure upon them. By Art. 
20, under these conditions we have 

Vi = dA wh^^ 

dA being the area of the prism's cross-section. Similarly we 

''^^''' , r^ = dA-wh^; 

and the net resulting vertical force on the prism is 

dB= Fa- V^ = dA'wCh^-'h^y 

This latter term is the weight of a volume of water equal to 
that of the prism. By a consideration of every elementary 
prism in the body, we may conclude that the body as a whole 
is acted upon by an upward resultant force equal to the weight 
of the volume of water displaced by the body. 
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If the body be floating at the surface with only a portion 
immersed, the law still holds good, as a consideration of the 
vertical pressures on an elementary prism will show. In either 
case we may conceive of two forces acting on the body, — the 
weight of the body and the buoyant effort of the water. The 
weight acts through the center of gravity of the body, while 
the buoyant efiEort acts through the center of gravity of the. 
volume of displaced liquid. This may be seen by a return to 
an elementary prism. The small upward resultant force acting 
upon it being proportional to its volume^ it follows that the final 
resultant of these elementary resultants must act through the 
center of gravity of the total volume. This point is called the 
Center of Buoyancy, 

24. Depth of Flotation. — To find the depth to which a float- 
ing body will sink, it is only necessary . ^ ■ . ...■ -y- 

to remember that the weight of the \ / 1 1 If ! 



body equals the weight of the dis- zzi ^^".^^JE^^i^^zzz 

placed water. From the geometrical -^ / 4 -j — 

relations for any regularly shaped . \ / i ^, 

body we may then figure the distance. \ / | [ 

Illustration. — Pyramid or cone with ^ JL. t,. 

axis vertical and vertex down (Fig. 27). ®* * 

Let V= volume of cone. 

w' = weight of cone per cubic unit, 
v' = volume of immersed part. 

Then ^=S and t;' = gr. 
V h^ h^ 

The weight of the cone is w'V, and the weight of the water dis- 
placed is w-:rrV^ heucQ 

«;'r=w^r and d = hlR. 

The ratio — equals «, the specific gravity of the solid, so that 
w 

finally, d = hy/s. 

Problem. — Let the student determine d for the cone or pyramid with axis 
vertical and vertex up. 
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Fig. 28. 



25. Stability of Immersed and Floating Bodies. — If the 

weight of a body exceed the buoyant effort, it will sink. If it 
be less, it will, if placed beneath the surface, rise to the surface 
and assume a position according to the above stated principles. 
If the weight were just equal to the buoyant effort, it would 
remain beneath the surface wherever placed ; or, if placed upon 
the surface, would sink until just submerged. Reference to 

- Fig. 28 will show that for 
this latter case the body will 
assume a position so that its 
center of gravity and the 
center of buoyancy will lie 
ill the same vertical line. 
This is necessary for equilib- 
rium, as otherwise the weight 
at the center of gravity and 
the upward force at the cen- 
ter of buoyancy form a couple 
which will rotate the body. If the center of gravity is below 
the center of buoyancy, the couple will right the body and the 
equilibrium is stable. If the center of gravity be above^ the 
condition is clearly that of unstable equilibrium; and if the two 
points coincide, the body is in equilibrium for all positions. 

If the body floats, the conditions of equilibrium are not so 
easily determined. The position of the center of gravity will 
of course remain unchanged, but the volume of displaced water 
will alter its shape as the body is rotated, involving a change in 
the position of the center of buoyancy. This is well shown in 
the case of a floating ship (Fig. 29). Assuming the center of 
gravity to be at O- and the center of buoyancy at (7, or below 
0^, it would seem at first sight as though the ship were in un- 
stable equilibrium. However, consider an outside foi:ce to be 
applied causing the ship to roll (Fig. 30). The position of O is 
changed to some point (7' lying on the side of greater immersion. 
In the figure shown, the line of action of the upward force 
cuts the axis A-B at a point M above the center of gravity. 
Evidently for this particular case the equilibrium is stable, as 
the couple tends to right the ship. If M had fallen below Q-, 
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the action of the couple would have tended to upset the ship, 
and the equilibrium would have been unstable. The point Mis 





Fig. 30. 

called the Metacenter. Its position relative to the center of 
gravity becomes then a criterion of stability, and it is important 
that we have some means for determining its exact location. 
As a matter of fact its position changes with different values of 
^, the angle of displacement. As this angle becomes smaller 
and smaller, approaching zero as its limit, ilf approaches a limit- 
ing point which is the true metacenter, the position of M when 
= zero. It can be quite easily proved that the following 
equation will give the distance A^ measured from the center of 
gravity Gf- (Fig. 30) to the metacenter M: 

Let V= volume of displaced water. 

i"= least moment of inertia of a water line section 
through the body, about an axis through its 
own c. of g. 
c = distance between c. of g. and c. of b. 
= (70^ (Fig. 29). 



Then 



hm^-l±c. 



(16) 



Here c is minus when the c. of g. is above c. of b. 

For the derivation of this formula and a more detailed treat- 
ment of the subject the student is referred to an excellent 
article by Professor I. P. Church in his " Mechanics of Engi- 
neering," John Wiley & Sons, New York. 
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PROBLEMS 

1. A rectangle is immersed with one side in the water surface. How 
must a straight line be drawn from one end of that side so as to divide the 
rectangle into two parts, the total pressures upon which shall be equal ? 

2. A gate 4 ft. wide and 6 ft. high, hinged at the upper edge, is kept 
closed by the pressure of water standing 8 ft. above the top. What force, 
applied normally at the bottom of the gate, would be required to open it ? 

3. A triangular area whose height is 12 ft. has its base horizontal and 
vertex uppermost in water ; find the depth to which its vertex must be sunk 
so that the difference of level between the center of gravity and the center 
of pressure shall be 8 in. 

4. Find' the depth of the center of pressure on a trapezoid vertically 
immersed in water, the upper base being 6 ft. long, parallel to and 10 ft. 
below the water surface. The trapezoid is symmetrical about a vertical 
center line, its lower base being 3 ft. long and 13 ft. below the surface. 

5.' Find the center of pressure on a parabolic plate immersed to depth of 
7 ft. with its axis of symmetry vertical. 

6. A rectangular wrought-iron caisson is to be sunk, in which to build 
the foundation for a bridge pier. The caisson is in the form of a box with- 
out cover, 50 ft. by 20 ft. in plan. Weight of caisson is 75 tons ; height, 
23 ft. ; depth of water, 20 ft. How deep will the caisson sink when 
launched? What load will sink it to the bottom? 

7. A 5000-ton ship, drawing 25 ft., has to discharge 300 tons of water 
ballast to bross a 24-ft. bar into a river. She burns 50 tons of coal in going 
up the river into fresh water. How much is her draft then, and how much 
ballast will be needed to increase it by one foot? 

8. An isosceles triangle, base 10 ft. and altitude 20 ft., is immersed ver- 
tically in water with its axis of symmetry horizontal. If the head on its 
vertex be 30 ft., locate the center of pressure both laterally and horizontally. 

9. A wood stave pipe, 48 in. in diameter, is to resist a water pressure of 
150 lb. per square inch. If the staves are held by flat steel bands, 4 in. wide 
by i in. thick, find the spacing distance of the latter in order that they may 
not be stressed above 15000 lb. per square inch. 

10. A gasholder contains illuminating gas under a pressure corresponding 
to 2 in. of water. If the holder be at sea level (atmospheric pressure 
14.7 lb. per square inch), what pressure in inches of water may be expected 
in one of its distributing pipes at a point 500 ft. above sea level? Assume 
unit weights of air and gas to be constant at 0.08 and 0.04 lb. per cubic foot 
respectively. 

LITERATURE 

The Oil Differential Gauge: Experiments by Gardner S. Williams at 
Detroit. Trans. A. S. C. E., 1902, Vol. 47, 
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EFFECTS OF TRANSLATION AND ROTATION UPON BODIES OF 

WATER 

26. Body of Water in Straight Line V[otiovL. — (^a) Direction 

Horizontal. Under this heading will be presented the single 

iss of water having a motion of pure translation, but 

ividual particles in a state of relative rest. Such a 

illustrated by Fig. 31, in which is shown a reservoir 

led with water and 

zontally to the right. 

on be uniform^ then 

ting on any particle 

and conditions are 

th those existing 

y is at rest. That 

free surface will be horizontal and the pressure 

in the mass follows the static laws alread}^ 

\»Qt us consider, however, that the reservoir 

y accelerated motion toward the right, a being 

lie acceleration. If the reservoir starts from 

yjL rest, the surface he will be observed to at first 

oscillate and then come to rest, occupying some such posi- 
tion as shown in the figure, making an angle a with the hori- 
zontal which we may determine as follows. Any particle in the 
surface must experience a single resultant force jP, acting hori- 
zontally to the right, since its motion is uniformly accelerated 
and in that direction only. The measure of this force we know 
to be 

F^Ma, 

Siixce upon each particle there is acting the force of gravity 
W^ there must be present another force P which, when com- 
bined with FJ gives JP as a resultant. The parallelogram of 
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and already we have 



forces (Fig. 32) shows that P must act 
obliquely upward. . It represents a 
force exerted by the surrounding parti- 
cles, and if the particle considered is to 
remain at rest relative to its neighbors, 
this force must act normal to the free 
surface. The angle between P and the 
vertical is the angle a which the surface 
he makes with the horizontal. The 
value of F as obtained from the figure is 

jP= TFtana, 



F^Ma^^a. 



Eliminating TTand jP, we finally obtain 



tana: 



a 

9 



(17) 



A little thought will show that this same result would follow, 
' and ho occupy the same position, had the reservoir been moving 
to the left with motion uniformly retarded. 

(6) Direction Vertical. If the reservoir be moving in a ver- 
tical path (downward or upward) with uniform velocity, the 
surface he will remain horizontal, and the 
pressure throughout the water will be the 
same as if it were at rest. If the motion 
be uniformly accelerated, the surface will 
still remain horizontal, but the pressures in , i j^ 

all parts of the water will change. Let the ZIZI"Zr _irLlT_ 
direction of motion be upward and the accel- 
eration be positive in the same direction. 
Any elementary prism, as mn^ we may 
treat as a rigid body in motion under the 
action of the forces shown (Fig. 33). Its' 
weight is dA 'W'h^ and on its base is the 
total presure p • dA. The horizontal forces 
(side pressures) are omitted, as they pro- fio. 33. 
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duce no vertical motion. The resultant force F equals mass x 
acceleration, or 

from which 

p-wh(^) (18) 

For the special case of ' a=^g^ 

we have jt> = 2 wh. 

If the acceleration be negative (i.e. mass moves upward with 
decreasing velocity), then a in (18) becomes negative. Thus, a 
mass of water moving upward, but coming to rest under the 
action of gravity alone, will have a pressure in all parts of 

If the direction of motion now be changed to downward^ with 
the acceleration positive in the 9ame direction^ a reconsideration 
of the forces acting on the elementary prism will show that 

p^.wh{^^:^ (19) 

If the body of water falls freely. 



p = wh{^^^^(i. 



If the acceleration be in a direction opposed to motion, the 
negative sign in (19) becomes positive, 

A little thought will make it clear that the law of pressure 
for a body moving downward with increasing velocity is the 
same as though moving upward with decreasing velocity ; and 
for a body moving downward with decreasing velocity, the same 
as though moving upward with velocity increasing. 

27. Body of Water in Rotation. — If a cylindrical vessel be 
partly filled with water and made to rotate with uniform ve- 
locity about its central axis, the contained water gradually ac- 
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quires the angular velocity of the vessel, and the free surface, at 
first horizontal, becomes dished or concave in form (Fig. 34). 
The mathematical nature of this surface and the reason for its 
formation may be understood if we consider 
the forces acting upon the fluid 
particles forming it. Selecting 
a small mass, located a distance 
X from the axis of rotation, let 
us designate its weight as AW. 
The only other force acting 
upon it is the pressure P it re- 
ceives from the surrounding 
particles, and since it has no 
motion relative to the latter, 
the direction of the pressure must be normal to the curved sur- 
face. The resultant of these two forces is the horizontal, devi- 
ating, or centripetal force (7, whose magnitude is A M'^ -^rx^v 
representing the linear velocity of the particle. If a represents 
the angular velocity of the vessel and the particle, v may be 
expressed as ax^ giving 




Fig. 34. 



6' = 



AitfaV AF 



= a?x. 



9 

Referring to Fig. 35, the tangent 
of the angle which P makes with 
the vertical is 

A% g 

But from ' the figure, is also the 
angle which a tangent to the curved 
surface at a makes with the axis 
of X. The tangent of may there- 




FiQ. 35. 



fore be written 



from which, 



and finally, 



dx g 

dy = — dx, 
9 



y= 



2^' 



.<20) 
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The equation shows the curve to be a parabola with vertex 
on the axis of rotation, and the form of the free surface is* 
therefore that of a paraboloid of revolution. Its relation to the 
original surface is easily established, remembering that the 
volume of a paraboloid is one half that of the circumscribing 
cylinder. Thus in Fig. 34, if ah be the original level of the 
water and A the horizontal cross-sectional area of the vessel, we 

have 

Vol. paraboloid = Ah^ -4- 2. 

But, since the volume of water in the entire vessel remains 
constant, 

Ah = A\ -^ 2, 



and 



*=|., 



or we may say that the distance between the vertex of the parab- 
oloid and the original level is the same as from the original 
level to the highest point on the new 
surface. 

If the vessel had been entirely filled 
with water but closed at the top, the free 
surface described could not be formed; but 
the pressures throughout the liquid would 
be the same ds though it were formed and 
had its vertex at the top of the vessel. 

Example. — A cylindrical vessel (Fig. 
36) is filled 6 ft. deep with water. Its 
height being 8 ft., and radius 2 ft,, de- 
termine the angular velocity which will 
raise the water even with the brim. Find also the total pres- 
sure on the sides of the vessel. 




Fig. 36. 



By Art. 27, 



ce = erf = 2 ft. 

.rf = 4ft. = ^=^. 
2g 64.4 



a = 8.03 radians per second. Aub. 

(Note. — A radian is the angle of which 3.1416+ make a semicircumfer- 
ence.) 
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Fig. 37. 



To find total side pressure : — 

P = Aw\ = (tt X 4 X 8) 62.6 X 4 = 25100 lb. Am. 

Example. — If the vessel in the previous problem be full of 
water and closed at the top, determine the pressure on the top> 
bottom, and sides. (« = 8.03.) 

The closed top here prevents the formation of the parabolic 
surface, but inasmuch as the forces tending to produce it are 
present, the pressure is the same at any point as though it were 
formed. In this case the surface is 
virtually at abc (Fig. 37). 
Pressure on sides, — 

P = Aw\ = (tt X 4 X 8) 62.5 x 8 
= 50200 lb. Ans. 

Pressure on top, — 

On an elementary ring (Fig. 38), 

dP = dA wh = (2 Tra; • dx) wy^ 
y having the value — — . 

/. P = ^^ Ca^dx = 1570 lb. Ans. 
9 ^' 

Pressure on the base, — 

P==Awh-{'i510 

= (tt 4 X 62.5 X 8) + 1570 = 7860 lb. 
Fio. 38. Ans. 




PROBLEMS 

1. A locomotive tender contains a water tank 6 ft. square and 4 ft. deep. 
If water stands within 1 ft. of its top, what maximum uniform acceleration 
of the train may be permitted without losing water from the tank ? 

2. If the water which just fills a hemispherical bowl of 3 ft. radius be 
made to rotate uniformly about the vertical axis of the bowl at the rate of 
80 revolutions per minute, how much water will overflow ? 



CHAPTER IV 

FLUID MOTION— BERNOULLIS THEOREM 

28. Water in motion presents problems more difficult and 
uncertain in their solution than those encountered in Hydro- 
statics, because of the presence of frictional resistances and 
other disturbances whose actions often defy mathematical ex- 
pression. As a result, we are in many instances obliged to leave 
these forces out of our analysis and derive formulae expressing 
laws of flow which are far from being satisfactory if viewed 
from the standpoint of the Analytical Mechanics, depending as 
they do upon carefully performed experiments to furnish con- 
stants or coeflBcients to make good the discrepancies which would 
otherwise exist between results indicated by theoretically de- 
duced formulae and those obtained from experiment* The 
nature of the difl&culties which arise will be seen later. 

29. Fluid Motion. — Sinuous and Non-slnuous Flow. — It is a 

fact well established by experiment that water in motion along 
a channel may flow in either of two widely different ways, 
depending on the conditions present. Professor Osborne Rey- 
nolds of England in 1883 experimented on the flow of water 
through glass tubes and showed that at low velocities the 
water particles passed through the tube along straight parallel 
paths. This motion continued under gradually increased veloc- 
ities until a velocity was reached at which it was noticed that 
portions of the tube remote from the entrance contained small 
eddyiugs. The presence of these eddies was noted by watching 
the progress through the tube of a fine stream of dye-colored 
water which had been injected into its entrance end. As the 
velocity was further increased the eddies became more numerous 
and finally filled all portions of the tube. The motion of the 
particles under these conditions was most complex and intricate. 
The velocity, at which the change of motion occurred, Reynolds 

41 
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called the Critical Velocity and concluded from his experiments 
that its value for any particular pipe varied only with the tem- 
perature of the water, and in different pipes varied with the diam- 
eter if the temperature were constant. Further discussion of the 
Critical Velocity will be given in a later chapter, and it is 
enough to point out at this time the fact that water may have 
two different modes of motion and obviously two different laws 
governing the resistance to motion in each case. 

30. Assumption of Steady, Non-sinuous Flow. — If a plane 
section be taken in a stream at right angles to the direction of 
motion, the flow is said to be " Steady " when the form of the 
cross-section and the conditions of velocity, pressure, and density 
remain constant. Each particle arriving at the section assumes 
the velocity and pressure which the preceding particle had, and 
although from section to section its velocity and pressure may 
change, at any one section these are constant in value. Such 
conditions of flow are generally present in all the problems 
with which the engineer has to do ; and to problems of steady 
flow we will limit our discussion. It will be assumed that the 
motion of the particles is non-sinuous, or parallel, as by so doing 
we shall greatly simplify our mathematical work. Further, we 
will regard all particles in any cross-section of the stream to 
move forward with the same velocity, so that at successive sec- 
tions the same particles will always be found together. In 
reality this is not so, as the presenc^ of the channel wall retards 
those particles near it, causing, in general, the particles nearer 
thq center of the section to have the fastest velocities. 

31. Bernoulli's Theorem. — In 1738 Daniel Bernoulli demon- 
strated a general theorem in connection with water in motion, 
which perhaps is the most important in the subject of Hydraul- 
ics. Upon it as a framework may be hung the whole fabric 
of Hydrodynamics, and by its tise alone a great majority of the 
problems arising may be completely solved. The assumptions 
of flow referred to in the preceding paragraph will be made, 
and the water regarded as a perfect fluid void of all friction. 
Figure 39 shows a portion of a stream passing through a pipe. 
The quantity Q passing any section in a given time must be 
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Fig. 39. 



constant, else there will be an accumulation of water. Let v^ 
and a^ represent respectively the velocity and cross-sectional 
area at J., and v^ and a^ be the 
same quantities for the section 
at B. Then from the above, 

This is often referred to as the 
*^JEquation of continuity. ^^ 

Consider now the body of 
water contained between these 
sections, and the forces acting upon it. The only working 
forces (those which produce motion) are the end pressures at 
the sections, and gravity. The pressures on the water due to 
the pipe are normal to the direction of motion, and perform 
no work. Let p^ be the intensity of pressure at -4, and p^ that 
at B. Then the three working forces are a^p^, a^p^-* and W. 
If they are allowed to act for a short interval of time, the work 
performed by them will result in a change in the kinetic energy 
of the water, and an equation may be written between the work 

. A 




Fio. 40. 



done and the corresponding change. 
dt, A'B moves to A'-B' (Fig. 39). 



B' = v^dt. 



Suppose that, in the time 
Then A-A^^v^dt and B- 



Work done by a^p^ = +-(iiPi • v^dt = p^Qdt. 

Work done by a^p^ = — a^p^ • v^dt = --p^Qdt. 
This last is negative, since it opposes motion. As for the work 
done by gravity during the move from A-B to A'-B^ we may 
consider the change in the water's position to have been 
accomplished by moving A-A^ to J5-J5', arid the work done by 
gravity would be that of making such a change. 
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/. Work done by gravity = wa^ • v^dt (z^—z^^wQdt (^j— ^jg), 
where z-^ and z^ represent the heights, above any assumed datum 
plane, of the centers of gravity of A- A' and jB-jB'. 

We have now to find the change in kinetic energy of A-B. 
Conceive for a moment that all the particles of water between 
A and B be divided into a great number of groups of equal 
volume, the volume of each being that of A-A^ which is the 
first group. Some of these are shown in Fig. 41, greatly ex- 
aggerated in si?e. With this as- 
sumption it is easily seen that as 
group a moves forward to displace 
N^v J, in the time dt^ its particles gradu- 
^v^ ally assume the velocities that those 
^^°' ^^* in h had at the beginning of the time 

dt^ and thus the group experiences a change in kinetic energy. 
Simultaneously with this movement, each group from a to 
m advances into the position previously held by the im- 
mediately preceding group, and m moves to B-B' at n. 
The change in energy experienced by any group, as <?, would 
be the difference between thfe original kinetic energies of c 
and d, inasmuch as c acquires rf's velocity and (having the 
same mass) its kinetic energy. The total change in kinetic 
energy for the entire body A-B would be obtained therefore 
by adding the differences between contiguous groups. There 
results : — 
Total change in K^ 

ih - *a) + iK - *&) + (hd - *c) + etc. ...(*„- A^), 
or. Change in K= k^ — k^- 

The change is then equal to the difference between the kinetic 
energy of A- A' and J5-J5', or. 

Change in .Br= ^ ' Q ^^ (y^ « ^ty. 

Finally, equating work done to change in energy we have 

PiQdt-p^Qdt + wQdt («,-2,) = !£M.(„j,a_^,^2), (21) 

or, |i!+£i + ^^ = |^+£a + ^, (22) 
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\ 

This expression constitutes Bernoulli's Theorem. It states 
that under steady flow, with friction eliminated, the sum of 

2 

-^ -f- -^ + « =s a constant quantity • • . (23) 

for all sections. 

Each of these three terms is a linear distance. The value 2 

w 

we are already familiar with, it being the head that gives rise to 
the pressure p^ and known as Pressure Head. The term z is sim- 
ply the height of the particle above any assumed datum and will 
be known as the Potential Head. Lastly, v^ -*. 2^ is Velocity Head. 
The significance of the name will appear shortly. The sum of 
these three heads for any particle we will call the Total Head. 

Our last equation may now be thus expressed in words: 
In steady flow^ without friction^ the sum of velocity head^ pressure 
head^ and potential head is a constant quantity for any particle 
throughout its course. 

32. Bernoulli's Theorem with Friction. — It will be of interest 
to note here the effect on Bernoulli's Theorem of introducing 
friction. The presence of friction produces resistances or forces 
which hinder motion. The work of such forces is therefore 
negative, and equation (21) must be changed by adding to the 
left-hand member a negative quantity to represent this work. 
The quantity must contain a force and a distance, and we may 
employ any force we please provided a proper distance be used. 
Selecting the force w • Qdt^ which already appears in the equa- 
tion, and representing the distance by A', we have 

p^Qdt-p^Qdt + wQdt(ji^-^z^---wQdtW ^'f^§^(y^-v^. 



Here in (25) U is seen to be the difference between the totals 
of the heads at the two sections. We may then call it the 



or 



or 
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Lost Hdad due to friction (sometimes spoken of as " Friction 
Head "). Again, equation (25) may be thus expressed in words: 
In steady flow^ with friction^ the total head at any section is 
equal to that at any subsequent section plus the lost head occurring 
between the two sections, 

33. Losses in Head. — The study of causes or conditions lead- 
ing to loss in head and the methods for calculating the latter 
form a considerable portion of the hydraulics; and although full 
discussion of them will be given in later chapters, mention will 
be made here of three ways in which the losses may occur. 

(1) Loss due to the internal friction existing between in- 
dividual water particles. Since the water is not a perfect fluid, 
but slightly viscous, the motion of the particles past each other 
causes them to lose energy (and therefore head) in performing 
useless work. 

(2) Loss due to friction between the moving water and the 
surface which surrounds or contains it. This is the most impor- 
tant loss, as regards magnitude, if the extent of the rubbing sur- 
face be considerable; and in many problems it becomes so large 
as to allow all other sources of loss to be neglected. 

(3) Loss due to the sudden reduction of the velocity of the 
moving water, as when an abrupt enlargement in the pipe or 
channel is encountered. This loss may be divided into two 
parts, one due to energy lost in impact, and the other caused by 
the violent eddyings of the water and the consequent internal 
friction. 

34. Application of Bernoulli's Theorem. — In a majority of 
the problems arising in practice, it is the velocity or pressure 
at a certain point that is desired. In experimental work more 
often it is the value of the lost head that is unknown and 
sought. Since there are seven heads appearing in the equa- 
tion, and only one, in general, can be unknown, it is necessary 
in choosing the points or sections between which we write the 
theorem, to find points at which all the heads, save the one 
desired, are known. In most cases, as we shall see later, this is 
possible. Often where there appear to be two unknowns, a 
second equation may be written giving a relation between 



APPLICATION OF BERNOULLI'S THEOREM 47 

them. Thus if onrf velocity head be unknown, it is often pos- 
sible to^ express it in terms of the velocity of another point 
from the relation 

^i^i = «2^2 = Vs^ etc. 

Later we shall see that the values of head lost under any 
circumstance may be expressed as a function of the velocity, 
so in reality only six heads appear in the general equation. 

The student is early advised to acquire the power of apply- 
ing this important theorem with confidence and understanding, 
as it will prove to be the key to many an otherwise* diflBcult or 
lengthy problem. 

Example. — A pipe line gradually enlarges from 24 in. in 
diameter at A to 86 in. at B. The velocity at ^ is 5 ft. per 
second, and the pressure, above that of the atmosphere, 50 lb. 
per square inch. Assuming that 2 ft. of head are lost between 
A and jB, find the pressure at the latter point if it be situated 
15 ft. lower in elevation than A. 

From Bernoulli's Theorem, 

|i! + £i + 2i = |a! + £2+;2+ Lost head. 

From the conditions stated, 

i;^ = 5 ft. per second. 
p^ = 50 lb. per square inch. 
z^ = 15 ft. 
^2 = ft. 
Lost head = 2 ft. 

(It will be noted that the datum from which the «'s were 
reckoned was assumed passing through the point £.) As for 
the value of v^-i we have 

giving 



^ Ml = f^y X 5 = 2.22 ft. per second, 
aj \36/ 
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Substitution of the above values gives 



25 



64.4 



+ 50^x144^15=. |j| + £ + + 2. 



62.5 



64.4 



w 



J2 = 128.4 ft. 
w 



p = 8025 lb. per square foot, or 55.7 lb. per square inch. Ans. 

35. Pressure can never be Negative. — Inspection of Bernoulli's 
Theorem, written without friction head, 

^ + ^ + 2 = Constant head, 
2ff w 

shows that if v be increased at any point and z kept at a con- 
stant value, the value of the pressure head must be decreased. 
It would seem, therefore, that by causing v to increase without 
definite limit we might reduce the pressure not only to zero, but 
cause it to have a negative value. A little thought will show 
that a condition of negative pressure is impossible, as water can- 
not stand tension (save in so slight a degree as to be negligible). 
If in the solution of the general equation a negative value of p 
be obtained, it may at once be known that either an error has 
been made or that flow does not take place under the conditions 
assumed. If a tendency to cause negative pressure does exist, 
the stream must break apart at such a point, and the tube or 
channel will be filled with water vapor under tension. 




It is alsb worth noting here, that, since by increasing the 
velocity head a diminution in pressure may be brought about, 
the pressure at a contracted section of a pipe (like a-6, Fig. 
42) is less than at the full section c-d. This is contrary to 
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the popular notion that the pressure is increased by reason of 
the water being ^^ squeezed through^'* the smaller section. 

36. Piezometer Measurements. — In Fig. 42 are shown two 
open piezometer tubes inserted in the pipe, and the heights of 

their water columns are marked El and £.?, indicating that they 

w w 

measure the true pressure heads at the two points. That this 
is so may be seen from the fact that the water in the columns is 
at rest^ and hence their heights must be an exact measure of the 
pressure at their bases.* The piezometers and gauges described 
in Arts. 12, 13, and 14 may therefore be used for determining 
pressures or differences in 
pressure existing in pipes 
containing flowing water. 
It is important, however, 
that in their use certain 
precautions be taken re- 
garding the manner of in- 
serting them into the pipe 
wall. Figure 43 shows 
three tubes, of which (a) 
is normal to, and has its inner edge flush with, the surface 
of the pipe wall. It measures the pressure at its base correctly. 
Both (6) and (c) are inclined to the inner surface, although 
their ends are flush with it. The water in (6) will stand lower 
than in (a), while in (<?) it will stand higher. Both give incor- 
rect readings on account of their columns being affected by the 
velocity of the moving water. Had their lower ends not been 
flush with the inner surface, the discrepancies would have been 
further magnified. In the case of the tube (a) it has been 
supposed that cohesion might cause some of the water to be 
drawn out of the tube and the level to be lowered. Careful 
experiments have shown that such is not the case if care be 
taken to make the tube normal to, and flush with, the surface. 




Fig. 43. 



* The pressure at a point in the moving stream directly beneath the column is 
also indicated by the column's height above the point, since the prism of water 
below the column has no vertical acceleration. 



60 FLUID MOTION — BERNOULLI'S THEOREM 

37. Energy of Water in Motion. — A body moving through 
space, unhindered by friction, has a constant stock of energy 
which exists partly as potential and partly as kinetic energy. 
Thus a body may start from a state of rest with only potential 
energy, and, having fallen through a height A, acquire a kinetic 
energy which is the exact equal of the potential energy lost in 
that distance. If at this instant it be a distance z above some 
horizontal plane of reference, its total stock of energy must be 

or, per pound of mibstance^ 

With a mass of moving water (friction eliminated) it is also 
true that its stock of potential and kinetic energy is constant, 
if we consider the entire mass concerned. If, however, we con- 
sider a small portion of it only, we find that such is not the 
case. Thus in a pipe of constant diameter it will be seen that, 
if the pipe is not horizontal, a small mass may be constantly 
losing potential energy as it progresses and yet receive no 
addition to its kinetic, energy (velocity the same at all 
points). If its. total stock of energy is to remain constant 
(friction eliminated), we must recognize the existence of another 
form of energy which we may, for want of a better name, call 
pressure energy. This we will define as the ability of the water 
to do work by virtue of the pressure derived from its contact 
with adjacent masses. That this ability does exist may be 
shown by discussing the action of a very simple water motor.* 
We will imagine a closed horizontal cylinder of small cross- 
section and length Z, fitted with a piston and communicating 
by means of properly arranged valves with a large reservoir of 
water. The piston being at one end of its stroke, the opening 
of a valve admits water under a pressure p, and the piston 
moves to the other end of the cylinder. The valve being now 
closed and an exhaust port opened, the contained water is 
driven from the cylinder without resistance by a return move- 

* Hydraulics, p. 717, L P. Church. 
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ment of the piston now receiving water on its other face from 
the opposite valve. The work of a single stroke is A-p-l, 
and the weight of the water used is A-l'W. We niay then 
say that, per pound of water used^ 

Work done = 4?^ =£- ft. lb. 
Alw w 

While in the motor, the water gave up none of its potential 
energy (motion horizontal), neither did it give up kinetic 
energy, since its velocity at the beginning and at the end of 
the stroke was zero. The work done by the water, therefore, 
was at the expense of its pressure, which fell from p to zero 
(relative pressures) as it passed from the cylinder. It should 
be noted that the water used depended for its energy on its 
connection with a mass of water having a higher potential ; 
and had it not been for the presence of the latter, no work could 
have been done. Pressure energy may be said to be the exist- 
ence of potential energy in another form, and in the case of 
the small mass of water contained in the pipe mentioned at the 
beginning of this article, a loss in potential is balanced by a 
gain in pressure energy. We may write, for any particular 
position of the mass, 

•-—-{.P- + z=^ a constant, .... (26) 
2g w 

the three terms representing, respectively, the kinetic, pressure, 
and potential energy of the mass per pound of weight. We 
recognize in this equation Bernoulli's Theorem, and see that 
the latter is really an expression of the principle of Conserva- 
tion of Energy. 

If the movement of the water is accompanied by friction, the 
sum of the three energies in (26) is not constant and between 
any two points in the stream we should have 

The energy per pound of water passing a section being given 
by (26), the total energy of the stream past that section would 
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be obtained by multiplying by W^ the weight of water passing 
the section. 

PROBLEMS 

1. Water is supplied to a locomotive tender by means of a scoop dipping 
into a track trough. If the point of entrance into the tank is 7 ft. above 
the trough level, and 5 ft. of head be lost in friction as the water passes up 
the trough, determine the velocity of flow into the tank when the engine is 
running 40 miles an hour. What is the minimum speed at which water can 
be delivered to the tank, assuming the friction head as zero ? 

2. Water is to be pumped over a hill through a pipe 3 ft. in diameter, so 
that at the top of the hill (elevation 300 ft. above pumps) there shall be a 
pressure of thirty lb. per square inch. The quantity of water is 49.5 cu. ft. 
per second. If a head of 10 ft. is lost between the pumps and the summit, 
what must be the theoretical horse power of the pumps ? 

3. Water enters a motor through a 4-in. pipe under a gauge pressure of 
150 lb. per square inch. It leaves by an 8-in. pipe at an elevation 3 ft. below 
the point of entrance. If the pressure in the pipe at exit be 10 lb. per square 
inch and the discharge 2 cu. ft. per second, find the work done on the. 
motor in one second by the water, assuming no loss by friction. 

4. How many horse powers are being transmitted through a 3-in. pipe 
in which the velocity of flow is 15 ft. per second and the accompanying 
gauge pressure 40 lb. per square inch ? 

5. During the test of a centrifugal pump, a gauge just outside the casing 
and on the 8-in. suction pipe registered a pressure 4 lb. per. square inch less 
than atmospheric. On the 6-in. discharge pipe another gauge indicated a 
pressure of 30 lb. per square inch. If a vertical distance of 3 ft. intervened 
between the pipe centers at the sections where the gauges were attached, 
what H. P. was expended by the pump in useful work when pumping 2 cu. 
ft. per second ? 

6. Water flows radially outward in all directions from between two hori- 
zontal circular plates which are 4 ft. in diameter and placed 1 in. apart. A 
supply of 1 cu. ft. per second being maintained by a pipe entering one of the 
plates at its center, what pressure will exist between the plates at a point 
6 in. from the center if no loss by friction takes place ? 



CHAPTER V 

DISCHARGE FROM ORIFICES 

38. Orifices with Sharp Edges. — Water flowing through an 
orifice having sharp edges presents the following characteristics. 
As it leaves the orifice it gradually contracts to form a jet whose 
cross-sectional area is somewhat less than that of the orifice 
(Fig. 44). This is due to the motion the particles have along 
the wall of the containing vessel as 
they approach the orifice. The con- 
traction is not complete until the plane 
a-b is reached. For a circular orifice, 

having its edge in the same plane as . ^.^^ ^^ 

the inner wall of the vessel, a-b is dis- 31 "^^-^^- ^^^^-- 




tant from that plane approximately — — \Ji U 
one half the diameter of the orifice. ^ 

At this point in the jet and at subse- 
quent sections, the pressure through- 
out a cross-section is that due to the 
atmosphere, and in general this is true 
for any jet formed free in air. If a portion of the jet included 
between two normal sections a-b and c-d be considered, it will 
be seen that this mass is falling freely through the air without 
horizontal acceleration (resistance due to atmosphere neglected). 
The only force acting on it is that of gravity, and by Art. 26 it 
will be seen that the pressure in the mass must be atmospheric. 

In the short portion of the jet preceding a-J, the pressure 
is greater than that due to atmosphere, since the particles are 
moving in curved paths, and experience a pressure due to 
centripetal force. 

Let Fig. 45 represent a sharp-edged orifice in the side of a 
large tank or reservoir, having a depth of water, or head, on 
its center equal to h. Since this head is maintained constant 
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Fig. 45. 



by the inflow at E^ the case is one of steady flow. The area 
of the reservoir surface will be assumed to be very large com- 
pared with the area of the orifice, 
the result being that the particles in 
the surface will have no appreciable 
downward Velocity of approach. 
This being so, their velocity head 
may be taken as zero. Eliminating 
y__^ for the moment all friction, we will 
apply Bernoulli's Theorem to a par- 
ticle in the surface A-B^ and in its 
later position (7, at the contracted sec- 
tion of the jet. The pressure head when at the first position is 

that due to atmosphere, or ^« Assuming the datum plane as 

passing through the orifice, the potential head will be A. At 

the velocity head is — , the pressure is again atmospheric, and 

the potential head zero. 
There results, 

w zg w 

or 

V = y/2gh^ 

which is the theoretic value of the velocity, friction being elimi- 
nated. Several important deductions at once follow. We see. 
that the water attains a velocity equal to that which it would 
have if it had fallen freely through the height h. In corrobora- 
tion of this fact we would expect that, 
if the orifice were horizontal and the 
jet directed upward (Fig. 46), the 
stream would rise to a height equal to 
the head which produced it. Experi- 
ment verifies this, although for heads 
over six or eight feet the resistance by 
the atmosphere, and friction at the ori- 
fice, becomes great enough to cause a 
slight discrepancy. This is more marked as the head increases. 
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Fig. 46. 
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From the relation A = -—- it will now be seen why in Art. 31 we 

^^ . J- 

gave the name "velocity head" to the term—, it being the 

head which would produce the velocity v. This relation holds 
good for all cases of steady flow without friction^ as we shall see 
later. 

89. Coefficient of Velocity. — It is found by experiment that 

the actual value of v for the jet is a little less than that found 

from V = V2^A, mostly because of friction at the edge of the 

orifice but also because water is not a perfect fluid. The loss 

in velocity is about two per cent, giving as a value for actual 

velocity, ^ ^ 

Actual vel. = 0.98 V2ffh = c^V2gh, . . (28) 

where .98 is called the Coefficient of Velocity. The latter 
varies but little in a range of several hundred feet of head, so 
we may use the value .98 in all numerical work. 

It might be noticed that the theoretic value of v applies 
strictly only to orifices in a horizontal plane, all parts of the 
orifice being under the same head. With the orifice vertical 
and h measured to its center, the value of v obtained from 
V = 'y/2gh will not be a mean value for the cross-section of the 
jet, inasmuch as v varies with VA. The difference, however, 
is but a small fraction of on© per cent, and is cared for by the 
coefiicient. « 

Since v varies as VA, it will be "^t^^^H^^^^y 
seen that the curve in Fig. 47, \ \ [ ^» |"'"^»""^\ 

showing this variation, is a pa- j ^jlj I.— « .\ 

rabola with vertex in the water 
surface. It is obvious that the 
variation in velocity throughout 
the cross-section of an orifice is 
greater as h decreases, and for 
very low heads the above state- 
ment regarding the magnitude of 

the variation is not true. We are at present assuming, how- 
ever, that the head is large in proportion to the vertical dimen-. 
sion of the orifice. 
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40. Coefficient of Contraction. — This may be stated as the 
ratio of the area of the contracted section to that of the orifice. 

Ilt has been fourid to vary slightly with the 
size of the orifice and with the head, having 
j a mean value of about 0.62. 

J_ 






a' 



//■ T - = - =^ -' ^ .-.«, = ^=0.62 (Fig. 48). 



or 



41. Coefficient of Discharge. — The quan- 
tity Q flowing from the orifice per second 
may be stated as the product of a' and the 
actual velocity past that section, and we 
Fig. 48. may write 

Q=c^V^, (29) 



where aV^gh represents the theoretical discharge and e^ is the 
product of Cc X (?^. We shall call it the Coefficient of Ducharge^ 
and its mean value will be given as 0.62 x 0.98 = 0.61. Since 
it varies with c^ and <?^, for strictly accurate work its value 
must be determined for each particular case. 

42. Determination of the Value of the Coefficients. — (a) 

Coefficient of Contraction. The^ly direct way of measuring 
the amount of contraction is to caliper the contracted section. 
This may be done by inclosing the jet with a ring containing 
finely pointed screws, set radially in its circumference, which 
can be adjusted so as to just touch the jet as it passes the ring. 
The latter may then be removed and, if the screws be set on 
diameters, these may be measured and a mean diameter ob- 
tained. The method is not wholly satisfactory, as it is difficult 
to keep the jet steady. Another method consists in first de- 
termining the coefficients of velocity and discharge, and then 
using the relation 

(6) Coefficient of Velocity. This is generally obtained by 
making a series of measurements on the path of the jet. If a 
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particle issues from the orifice with a velocity v, and in t sec- 
onds is found at the point m (Fig. 49), we -. 
may write — 

and x=^ (freely falling body). ^ 

Between these two equations we may elimi- 
nate t^ obtaining 

y2= — X, 
9 

which shows the path to be a parabola with vertex at the 
orifice. Evidently if we measure the x and y of any point in 
the jet, we may use the above equation to determine the actual 
velocity of flow from the orifice. The coefficient is then ob- 
tained from 

__ Actual velocity 
^^ "~ 1 lieoretical velocity 

The errors present in this mode of determination arise not only 
from inaccurate measurement of x and y, but from the fact that 
the atmosphere retards the particles after leaving the orifice. 
The values of x and y are obtained by placing a ring in a sup- 
porting frame, and adjusting the whole so as to cause the jet to 
pass through the ring. This done, the flow is stopped and the 
coordinates of the ring measured. This may be done at several 
different points and a mean value for v obtained. With the 
exercise of care, it is probable that a very good determination 
of the cofficient may be made. 

(<?) Coefficient of Discharge. This may be more easily found 
than the others, since it is only necessary to allow the orifice to 
discharge for a known length of time and measure (by volume 
or weight) the amount of water passed. The actual and theo- 
retical quantities may then be compared for the coefficient. 

The values of c^ and c^ are seldom required by the engineer, 
and it is only c^ (or simply <?, as we shall hereafter call it) that 
is of interest to him. To determine this, thousands of experi- 
ments have been made in order that its value may be known 
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for a wide range of heads and sizes of orifice. Table II of the 
Appendix gives a short list of values as taken from a more 
extended table given by Hamilton Smith, Jr., in his "Hy- 
draulics." It will be noticed that they decrease with an 
increase in head or diameter of orifice. 

Example. — Required the velocity of flow and volume dis- 
charged per second from a circular orifice 0.2 ft. in diame- 
ter, under a head of 9 ft. Assume cssO.60. 

By equation (28), 



v = 0.98 V2 X 32.2 x 9 = 23.6 ft. per second. 
By equation (29), 



^ = 0.60 X 0.03 V2 X 32.2 x 9= 0.43 cu. ft. per second. 

43. Large Vertical Orifices under Low Heads. — So far we 
have dealt with an orifice whose vertical dimension has been 
small compared to the head upon it. With large orifices 
under low heads, the variation of velocity in the jet's cross- 
section gives rise to a discharge differing 
slightly from that obtained by use of for- 
mula (29). It will now be shown, how- 
ever, that the difference is slight and may 
be neglected, provided the head is at least 
twice the vertical dimension of the orifice. 
Case 1. Circle (Fig. 60). — As before, h 
will represent the head on the center of the 
orifice. If A-B be any elementary strip. 
Fig. 50. drawn horizontally across the orifice at 

a distance x from its center, we have for a small discharge 
through it : — 




dQ=:dA'V=:2 Vf^-x^ . dx x V2^(A-a;) 
= 2 V2^ (r2 - 2?)*(A - a;)* ia;. 

By making x vary between the values — r and + r, the integra- 
tion of this expression will give the discharge from the entire 
orifice. It will be necessary to expand the term (h — x)* by 
the binomial theorem. 
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^ ^ 2 8 16 

16 A« J 

Each term of this is now possible of integration, and there results 

^ ^ ^ 32A2 1024 A* 66537 A« ^ ^ ^ 

which is an exact theoretic formula for the discharge. An 
inspection of the parenthesis quantity shows it to have a value 
less than unity, and the discharge is therefore less than that 
given by the formula 

^ = aV2^ 

previously obtained for relatively large heads. This is what we 
might have anticipated. 

Let us inquire into the numerical value of the parenthesis 

quantity as we assign different values to the ratio — If - = 2, or 

r r 

the head is just equal to the diameter, the quantity becomes 

0.992. With - = 4, or A = 2 i, the value is 0.998. The, latter 
r 

figure shows that with all ordinary ranges of head we may 
neglect the refinement of formula (30), and for figuring actual 
discharge use 

e = (?aV2p, 

the value of c being found in Table II. 
Case 2. Rectangle (Fig. 61). — 
In this case the small discharge dQ 
through an elementary strip parallel to 
the surface may be written, as before, 



or dQ=:bV%g(Ji'-x)^'dx 





;r^ 




4— 








^1 


1 
1 

h 

1 j 


1 


!._. 


J 






T_ I 


d 




. f 


X t , 


1 
1 




1 




r- 


Fig. 61. 





60 DISCHARGE FROM ORIFICES 

where the limits of x are — - and + — . If we expand (h — x) as 
before, 

2 

or 

«="M'-5^.-2-^-S-*-) <^>> 

As in the previous case, we see that the value of the parenthesis 
is less than unity. If A = cZ, its value becomes 0.989, while for 
A = 2 c?, it becomes 0.997. Then we may say that for heads 
greater than twice the depth of the orifice, we may figure the 
actual discharge from 

Q = ca^2gh. 

Values of c for square orifices are found in Table III. Table 
IV gives values of c for rectangular orifices 1 ft. wide and of 
varying depths. Both tables are taken from Hamilton Smith's 
"Hydraulics." 

Some experiments by Ellis on a large orifice 2 ft. square under 
heads varying from 1.8 to 11.3 feet gave a coeflBcient nearly 
constant in value and equal to 0.60. 

44. Recapitulation. — It is well to bear in mind the condi- 
tions 'under which we have so far studied orifices. We have 
assumed : — 

(a) Ratio of reservoir surface to orifice area very large, i,e. 

no velocity of approach. 
(J) Reservoir surface and jet both under atmospherL 

pressure. 
j(^c} A sharp-edged orifice, 
(d) No suppression of the contraction. 
A departure from any one of these conditions will lead to 
material changes in the flow, the natures of which will be 
shown in the succeeding paragraphs. 

45. Velocity of Approach. — Figure 52 shows, in longitudinal 
section, a channel bringing water to an orifice. Because of a 
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relatively small cross-section, there exists in the channel a 

velocity of approach which 

we will assume to have a if^ 



value V at all points (not '}~^^ ^ rz~ 

really so). Applying our ^ y i 

theorem to the points m and *- ^ ■■ 

w, we obtain ^— '— | 

zg w zg w 

or v=:V2^+T"^ (32) 

this being the theoretic velocity. Since flow is steady, 

^r=tfav,andr=r£^, 
A 

in which A represents the area of the channel's cross-section. 
Substituting in (32) and simplifying, 



t; = 



2gh 



'l-f^ 



for the actual velocity. 



v — c. 



'2gh 




and Q = c^ae, -^ Ai = « TTxf^TTx^- (33) 



In this equation it will be noticed that V does not appear. 
Hence it is convenient to use in numerical problems where V 
is not known but the cross-section A is given. It should be 
noted that the velocity in the channel has been assumed as 
being uniform in all parts. This in reality is not so, but 
the error thus introduced is so slight as to be generally 
negligible. 
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Example. — Given, 



A = 4ft. 
a = 4 sq. in. 
J. = 16sq. ft. 
c = 0.60. 



Q- 





64. 4 X 4 

r 0.0278Y ' 

^ 16 ; 



0.36 
^ = 0.27c. f. p. s. 

Note. — Had Q been calculated mthout reference to the veloc- 
ity of approach, the error would have been less than 1 per cent, 
and, in general, the error will be negligible if the area of the 
channel cross-section be at least 15 times the area of the orifice. 
This is easily proved by assuming values of a/ A in our general 
formula and comparing the resulting ^'s. 

Example. — An orifice of J sq. in. area is located in the end 

of the closed channel A-B (Fig. 
53). A piezometer 0-D contains 
water to a height of 4 ft. above 
the orifice. Assuming Cvas 0.60 
and that the water in the pipe has 
a velocity of 1 ft. per second, find 
the discharge. Since the pressure 
at any point is measured by its 
depth below the free surface i>, 
the pressure head at ?w is 4 ft., m 
being in the horizontal plane of the orifice. Writing Bernoulli's 
Theorem for points m and w, 
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Fig. 63. 



^ 1-4 + = 2^ + 0+0, 



64.4 ^ " ^ " 64.4 
V = 16.1 f. p. s. 

Q = 0.60 X -4 X 16.1 =0.034 c. f. p. s. Ant, 
144 
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Problem.'*- Assuming that in the previous problem the open 
tube is replaced by an ordinary pressure gauge, find the dis- 
charge when the gauge registers 40 lb. per square inch. 

46. Flow under Pressure. — If either reservoir surface or jet be 
under pressure other than atmospheric, the formula Q = ea V2^A 
does not directly apply. However, as it is merely a change in 
pressure conditions at these points, the 
application of the general theorem will 
suffice for solving. For example, Fig. 64 
shows in section a vessel partly filled with 
water and fitted with an air-tight piston. 
A force of 1000 lb. being applied, it is 
desired to find the velocity of flow from 
A at the moment when the piston is in 
the position shown. Assume c„ = 0.98 
and the area of the piston = 1 sq. ft. For 
points m and n we have (neglecting ve- 
locity of approach), 




0-f 



1000 



62.5 



9 = 



t;2 



+ 4-0. 



Actual V ' 



64.4 
t; = 34.3 f. p. s. 
0.98x34.3 = 33.6f. p. 8. 



Fig. M. 



Ans. 



, Example. — What will be the velocity of flow from the orifice 
in the side of the tank (Fig. 55) when steam under pressure of 

120 lb. per square inch fills the space 
above the water, and the receiving 
tank has in it a pressure of 4 lb. less 
than atmospheric ? Again, Bernoulli's 
Theorem for points m and n gives 




^ 134.7 X 144 ^ g 



62.5 



1^ 



64.4 



^ 10.7x144 ^0^ 



62.5 



Fig. 65. v = 137 f . p. S. 

Actual V =s 0.98 x 137 = 134 f. p. s. 
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47. Submerged Orifice. — If an orifice discharges wholly under 
water, it is said to be Submerged. That the theoretic velocity- 
equals V2^A, where h is the difference in the water levels, can 

be easily shown, assuming atmos- 
pheric pressure only to be on the 
two surfaces. For the points m and 
n we have (Fig. 56) 

+ 34 + Aj = |i+ (34 + Ag) + 0, 

from which 

i;2=2^(Ai-A2), 

Fig. 56. Or V =Vlgh. Q.B.D. 

As before, Q = ca V^^A, 

but the values of c are now different from those given for the case 
of an orifice discharging into air. Experiment shows a slight de- 
crease in the amount discharged, as may be noted in Table V, 
which is based on experiments made by Hamilton Smith in 1884. 
Submerged orifices are common in engineering works, being 
found in locks, waste ways, tide gates, and many other 
constructions. 

48. Standard Orifice. — Anything that tends to decrease the 
contraction beyond the orifice will cause an increase in the 
amount discharged per unit of time. So far we have been 
dealing with an orifice having sharp edges so that the water in 
passing touches only a line. The term Standard has been 
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LI 

rrrr 



Fig. 57. 
applied to such an orifice, as it is between orifices of this kind 
only that comparisons can easily be made. Figure 57 shows 
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various types of orifices of the same diameter. The first (a) is 
the above-mentioned standard orifice. The second (J) is a 
clean-cut hole in a plate of measurable thickness. It has the 
same coefficients as (a) provided its thickness is small. The 
third (tf) is the reverse of (a) and, while it forms a contracted 
jet, its coefficient of discharge is much greater and depends on the 
shape of the bevels. The last (^d) shows the inner edge care- 
fully rounded to conform to the shape of the contracted vein. 
The probable coefficient of discharge is only a little less than 
unity. Since the coefficients vary from about 0.60 to nearly 
1.0, depending on the shape of the orifice, it is very essential 
to use only standard orifices when endeavoring to accurately 
measure discharge. 

49. Suppression of the Contraction. — The location of the 
orifice with respect to its distance from the sides and bottom of 
the reservoir is also a matter of importance. If it be flush 
with any one side, as in Fig. 58, the contraction on that side of 
the orifice will be wholly sup- 
pressed. Experiment has shown 
that the contraction is not fully 
restored until the orifice is moved 
far enough away from the side to 
provide a free lateral approach 
from all directions for a distance 
equal to three times the least dimension of the orifice. Orifices 
are sometimes improperly constructed, 
as in Fig. 59 a and the plate A-B pre- 
vents the lateral approach. A prefer- 
able construction would be that shown 
in Fig. 59 b. If the orifice were made in 
the side of a cylindrical tank, the curva- 
ture of the tank might slightly diminish 
the contraction. 




Fig. 58. 
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50. Water Measurement by Orifices. — 

Fia. 69. Next to weighing, the orifice furnishes 

the most accurate way of measuring mod- 
erate volumes of water because of our knowledge of the value of 



66 DISCHARGE FROM ORIFICES 

the coefficients. If all the precautions enumerated in the preced 
ing articles be observed, the result should not be in error much 
over 1 per cent. Care is necessary in measuring the head, 
and for this purpose either a piezometer tube or a hook gauge 
may be used. If the head exceeds 2 feet, the piezometer will be 
found to furnish all the necessary accuracy, as the head may be 
easily read to one one-hundredth of a foot; and an error of this 
amount in reading the gauge at this head would result in an 
error in the figured discharge of less than one third of 1 per 
cent. As commonly used the tube is of glass connected with 
the tank at a point somewhat below the surface level by means 
of metal or rubber connections, and carried vertically upward 
to a point above the surface. On its sides, or attached to it, is a 
scale divided into feet, tenths, and hundredths of feet, with its 
zero at the orifice's center. The position of the lowest point of 
the curved meniscus forming the top of the water column is 
then easily read, 

51. The Hook Gauge. — For low heads, or where great accuracy 
is required, use is made of the hook gauge in determining the 
height of the surface level. This may be briefly described as a 
brass rod arranged to move vertically between fixed supports and 
having at its lower end a sharp-pointed hook. The rod is con- 
trolled in its vertical movement by a slow-motion screw, and a 
vernier attachment enables its position to be read to the one- 
thousandth part of a foot. In using the gauge the hook is low- 
ered beneath the surface of the still water and then raised until 
the point causes a tiny pimple or elevation to appear on the 
surface. When the hook is lowered sufficiently to cause this to 
just disappear, it is assumed to be in the level of the surface. 
The vernier is then read. The position of the hook, relative to 
the orifice's center, for zero reading of the vernier, must be care- 
fully determined by previous measurement. 

52. The Miner's Inch. — Mention must be made, in passing, of 
the manner of measuring water which has for years been in vogue 
in the. western part of the United States. In the mining section 
water is commonly sold by the miner's inch, which may be 
approximately defined as the amount of water which will pass in 



DISCHARGE UNDER A FALLING HEAD 



67 



24 hours a sharp-edged orifice, one inch square, under a head of 6^ 
inches. Inasmuch as this is a relatively small quantity, it is 
customary to measure the water through orifices of much larger 
size and assume that as many inches are delivered as there are 
square inches in the orifice's area, the head being kept at 6 inches 
on the upper edge. This, with other practices connected with 
the mode of measurement, makes the miner's inch a variable and 
vague quantity; and it is to be hoped that gradually this un- 
satisfactory and unscientific method will be discarded and water 
sold by the cubic foot. 

53. Discharge under a Falling Head. — It is often required to 
find the time necessary to empty a reservoir or draw down its 
level a certain amount. Let h^ (Fig. 
60) be the head on the orifice at the 
moment of opening and Aj the head at 
the end of some interval of time t. 
We will assume the horizontal cross- 
section of the reservoir to be constant. 
At any particular instant the velocity 
of flow is 



v:=c„V2gh, 




Fio. GO, 



where A is the head at that instant. The quantity that would 
be discharged per second under that head is 

Q = ca V2^A, 

and in a very small fraction of time dt a small quantity 

dQ = eaV2ffhdt 

would be discharged. In the same small interval of time the 
head would drop a small amount dh^ and the amount passing 
from the reservoir can be expressed as the drop times the cross- 
sectional area A^ i.e. 

dQ:=dh X A. 

Equating these values oi dQ, 

— dhA =a £?a V2 gh dt^ 
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the minus sign being given to dh since it is a dec^ment^ while 
dt is an increment. 

Adh 



dt= - 



ca 



V'Igh 

Since h varies from Ji^ to Aj, the integration of the above will 
give 

f= ^ r^h'^dh 

c^V2gJh, 

or 

If the horizontal cross-section of the reservoir is not of constant 
area, the problem is still possible of solution if this variable area 
be expressed in terms of the other variable A. 

For the prismatic reservoir we may determine the value 
of v^^ the mean velocity of flow under a falling head, as 
follows: 

Total Q _ ^ (^1 - ^2) 



v^^ 



Area of jet x time 2.A(V/^, ~ VA^) 



Thus we find that the mean velocity is the arithmetical mean 
of the velocity due to h^ and that due to h^. This simple 
relation will make the solution of many problems under falling 
head very easy. 

Example (From Bovey). — One of the locks on the Lachine 
Canal has a superficial area of 12,150 sq. ft., and the difference 
of level between the surfaces of the water in the lock and in 
the upper reach is 9 ft. The gate between is supplied with two 
sluices and the water is leveled up in 2 min. and 48 sec. Deter- 
mine the proper area of each sluice opening, assuming a discharge 
coefficient of 0.60. (The sluices are situated 20 ft. below the 
upper level.) 
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By formula (34), 



or 



1«« 24300 - _ 

a = 90 sq. ft. 




Fig. 61. 



As this is the combined area of the two sluices, each must have 
an area of 45 sq. ft. Ana. 

Example. — A prismatic vessel (Fig. 61) has two compart- 
ments A and jB, communicating 
by a standard orifice 6 inches 
square, its center being 3 feet- 
above the bottom of the vessel. 
The horizontal cross-section of 
A is 100 sq. ft., and that of B 
is 200 sq. ft. At a certain time 
the water stands 13 ft. deep in 
A and 9 ft. deep in B. How 
soon thereafter will the surfaces reach a common level ? 

Let y be the depth of water in A at any instant, and dy be 
the change in depth during any interval of time dt. The rise 
in jB's level during the same time will be dy (100 ->• 200), and 
the net change, dh^ in head will be 

dA = f dy. 
Through the orifice there flows in dt seconds 
dQ = €a^/2gh ^^ ; 
also dQ = 100 dy^^^ dh 

... ^l^dh^ caV2gh dt = 0.6 x -^^ X 8.02 x A* dt. 

t = - 55Aj^h~^dh. 
t = 221.6 sec. Ans. 

54. Head lost in an Orifice. — To ascertain how much head 
is lost in friction as water passes an orifice, we may proceed as 
follows. 
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Theoretically Actually 

V = -y/^gh. Va = e,V2 gh. 

The value of the lost head must therefore be 

Lost head :=. h-- cj^h =: (1 - c^^ h. . . (36) 

For the standard orifice (c^ = 0.98) ; this would give 

Lost head = 0.040 L 

If for h in equation (35) we substitute its value in terms of 
the actual velocity, there results 

Lost head =:^ij-l^-|sL. , , . (86) 

For the standard orifice, 

Lost head = 0.041 ^. 

Note. — Equations (36) and (36) are applicable to any dis- 
charging device whose velocity coefiicient is known. 

PROBLEMS 

1. A steel box, rectangular in plan, floats "with a draft of 2 ft. If the box 
be 20 ft. long, 10 ft. wide, and 6 ft. deep, find the time necessary to sink it 
by opening a standard orifice, 6 in. square, in its bottom. (Neglect thick- 
ness of sides.) 

2. Water spurts out horizontally from a half-inch round hole in the side 
of a timber penstock, the wall of which is 2 in. thick. The jet striken at 
a point 6 ft. horizontally distant from the orifice and 2 ft. lower down. 
Find the probable leakage in cubic feet per 24 hours. 

3. The jet from a circular, sharp-edged orifice \ in. in diameter, under a 
head of 18 ft., strikes a point distant 6 ft. horizontally and 4.665 in. verti- 
cally from the orifice. The discharge is 98.987 gal. in 669.218 seconds. 
Find the coefficients of discharge, velocity, and contraction. (Bovey's " Hy- 
draulics.") 

4. The piston of a vertical 12-in. cylinder containing water is pressed 
down with a total effective force equal to 3000 lb. What velocity of flow 
should theoretically be obtained from an orifice in the cylinder 20 ft. below 
the piston ? 
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5. Find the velocity of discharge through an orifice in the bottom of a 
vessel moving upward with an acceleration of 10 ft. per second per second, 
the depth of water being 8 ft. 

6. A circular orifice 8 in. in diameter is made in the side of a reservoir 
into which water flows at the rate of 6 cu. ft. per second. Determine the 
height above the center of the orifice to which the water will rise in the 
reservoir. 

7. A vessel 16 ft. high and 6 ft. in diameter contains water 7 ft. deep 
when at rest. How fast must it be revolved about an axis through its center 
in order that the relative velocity of flow from an orifice in the side, and 1 
ft. above the bottom, may be 24 ft. per second ? 

8. The head in a prismatic vessel at the instant of opening an orifice 
was 9 ft. and at closing had decreased to 5 ft. Determine the constant head 
under which, in the same time, the orifice would discharge the same volume 
of water. 

9. A reservoir half an acre in area, with sides nearly vertical, so that it 
may be considered prismatic, receives a stream yielding 9 cu.ft. per second, 
and discharges through a sluice 4 ft. wide, which is raised 2 ft. Calculate 
the time required to lower the surface 5 ft., the head over the center of the 
sluice, when opened, being 10 ft. (Bovey's " Hydraulics.") 

10. A reservoir of water is connected with one containing oil by a sharp- 
%dged circular orifice 2 iu. in diameter. Determine the rate of discharge 
when the water stands 6 ft. and the oil 2 ft. deep on the orifice's center. 
The oil has a specific gravity of 0.8. 

11. Water spurts vertically upward from a horizontal orifice under a 
head of 40 ft. What is the limit to the height of the jet if the coefficient 
of velocity be 0.97? 

12. A fluid of one fourth the density of water is discharged into the free 
atmosphere from an orifice in the side of a reservoir. If a pressure of 50 
lb. per square inch (absolute) exists just back of the oiifioe, find the theoretic 
velocity of discharge. 

13. Find the theoretic discharge through a vertical, sharp-edged orifice 
having the form of an isosceles triangle with an altitude of 10 in., base (hori- 
zontal) 6 in., and vertex touching the water level in the reservoir. Dis- 
regard velocity of approach. 

14. Water completely fills a vessel whose shape is that of an inverted 
pyramid with a square base. If the base measures 12 in. on a side and the 
altitude is 2 ft., how long a time will be required to empty the vessel through 
an orifice, 1 in. in diameter, at the apex ? Assume c = 0.60. 



CHAPTER VI 

FLOW THROUGH MOUTHPIECES 

55. General. — If in any manner a mouthpiece be added to an 
orifice, we may expect changes in both velocity and quantity 
discharged. As for velocity, we notice a general diminution on 
account of increased frictional resistances, eddyings, impact, 
etc. The quantity discharged is either increased or diminished, 
according to the construction of the mouthpiece. 

56. Standard Short Tube. — If a short cylindrical tube, hav- 
ing a length of 2 to 2J diameters, be attached to the orifice on 
its outer side, we have what is known as the standard short 
tube (Fig. 62). If the flow be started by first stopping the 




Fig. 62. 



tube at exit, and then allowing the water to escape, the jet 
will issue in parallel filaments, suffering no contraction, and 
completely filling the tube at the end. Inside the tube at m the 
jet is contracted by passing the sharp edges of the opening, but 
quickly expands to fill the tube. By reason of the eddying, 
which follows the expansion, considerable friction is developed. 
This, added to friction at entrance and along the sides of the 
tube, tends to materially reduce the velocity. If Bernoulli's 
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Theorem be applied between a point in the reservoir surface and 
one in the free jet, we obtain, as we did for the orifice, 



Weisbach obtained from experiment a mean value of 



V = 0.815 V 2^A, (37) 

the coeflBcient varying slightly with the head and diameter of 
tube. We may then write 

e = 0.82a V"2^, 

inasmuch as the contraction coefficient is unity. Thus we have 
a discharge which is one third greater than that obtained from 
the standard orifice, although — 

the velocity of the discharge !^^^^^B 
is much less. 

If a tube be tapped into 
the mouthpiece at the point 
where the contraction takes 
place, and its lower end be 
immersed in water (Fig* 
63), the latter will rise in 
the tube, showing that the 
pressure in the contracted 
section is less than atmos- 
pheric. It will be interest- 
ing to determine the relation 
between the height of the 
water column hi and the 
static head h on the mouthpiece. 

Between a point in the reservoir surface and one at m we 
may write 

+ £^ + A = ^V^ + + Lost head. 




Fig. 63. 
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W 



and if v^ and the lost head can be expressed in terms of A, this 
general equation may be solved for ^ in terms of A. The 



w 
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V 2 
value of ^ may be found by assuming a coefficient of contrac- 
tion for the stream at m. In the case of a standard orifice this 
is about 0.62; but there is reason to believe that here the 
contraction is slightly less, due to less pressure on the section, 
antl possible backing up of the water beyond. We will assume 
Cc = 0.64. Then, with steady flow, 

v^ X 0.64 a = t; X a, 

or v^ = 1.56 V = 1.56 x 0.82 V2^ = 1.28 V2^, 

V ^ 
from which -sl = 1.64 A. 

2ff 

We have next to determine the value of the head lost in fric- 
tion as the water enters the tube past the edge J.--B, this being 
the only sensible loss occurring between the points chosen. 
This is best done by considering for a moment the case of the 
standard orifice and the similar loss occurring there. This we 
saw, in Art. 54, equation (36), was 

Lost head = 0.041-^, 
2ff 

the loss being expressed in terms of the velocity head found in 
the issuing jet. 

Returning to the short tube, it seems reasonable to believe that 
the loss at the edge A-B will be closely 0.041 x the velocity 
head in the contracted section, or 

Lost head = 0.041 x 1.64 A = 0.07 A. . . (38) 

Substituting in the general equation the values now found 

for ■— and the lost head, and remembering that — = 34 ft., we 

obtain 

0+34 + A = 1.64A + ^ + 0.07A, 
w 

or ^ = 34-0.71* (39) 

w 

That is to say, the pressure head at the contracted section is 
less than atmospheric by an amount equal to 0.71 h. This latter 
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is the height of the water in the tube, and we have now the 

relation 

h^ = JA (approx.). 

The correctness of the relation and our assumptions was 
demonstrated by Venturi. With a head of 0.88 meters he 
obtained a water column of 0.65 meters, giving a relation of 
Ai = 0.74A. 

Referring to Fig. 63, it will be seen that if the distance B-Q 
is less than Aj, the water will enter from the glass tube into the 
mouthpiece and be expelled with the jet. This is the principle 
of the jet pump. 

Furthermore, as the height of the water column cannot ex- 
ceed 34 ft. (approx.), it follows that the pressure in the con- 
tracted section will be absolute zero when the static head is 
about 45 ft. (sinde 34=|A). Experiments conducted in the 
Hydraulic Laboratory of the Massachusetts Institute of Tech- 
nology in 1900 showed that when the head approached or ex- 
ceeded about 42 ft. the flow became "troubled and pulsatory." 
This was probably due to the breaking down of the con- 
tracted section when all pressure was removed. 

At Cornell University some experiments were made on tubes 
which had been made of such a form internally as to conform 
to the shape of the contraction (Fig. 64). It was found that 
the flow was increased about 10 per 
cent in these tubes, which may be ex- 
plained by saying that the eddying 
would be diminished and some loss by 
friction prevented. 

The short tube is of practical im- 
portance only as it serves later to aid 
in the study of flow through long pipes. 
As a device for measuring water, it is 
much less reliable than the orifice, since ^°* ^' 

little is known about its coeflicient, as the diameter of the tube 
and the head -vary. 

57. Conical Converging Tube. — This mouthpiece is of special 
interest, as it approximates the nozzle used for fire and engineer- 
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ing purposes. It consists of a frustum of a hollow cone with 
the larger end placed at the orifice (Fig. 65). From such a 

tube the water flows in a 
jet having a slightly con- 
tracted section a-a just be- 
yond the tip. The amount 
of contraction being very 
slight, the contraction co- 
efficient is not far from unity 
and will increase as the 
angle of convergence /8 de- 
creases. The velocity co- 
efficient, on the other hand, 
is found to diminish as /3 
decreases, and has its maxi- 
mum value of 0.98 when )8= 180°. The tube under this condi- 
tion becomes an orifice. These variations are well shown in 
the accompanying table, based on the work of D'Aubisson and 
Castel, who experimented with this type of mouthpiece. 




Fig. 65. 



Angle /3 


0°0' 


3° 10' 


7° 62' 


10° 20' 


13° 24' 


19° 28' 


29° 68' 


48° 50' 


c 


0.829 
1.000 
0.829 


0.894 
1.001 
0.895 


0.931 
0.998 
0.929 


0.950 
0.987 
0.938 


0.962 
0.983 
0.946 


0.970 
0.953 
0.924 


0.975 
0.919 
0.896 


0.984 
0.861 
0.847 



The coefficients of discharge were obtained by direct meas- 
urement of the volumes of water discharged, and the velocity 
coefficients were calculated by measuring the path of the jet. 
(See Art. 42.) The contraction coefficients were then deduced 
from Cc=^ c -^ c^. The method of obtaining the coefficient of 
velocity makes no allowance for the retardation of the parti- 
cles in the jet by the atmosphere ; hence the coefficients may 
be a little small, and the contraction coefficients would then 
be too large as deduced from the above equation. This would 
seem to account for the value of 1.001, as seen in the second 
column. The table would indicate that the greatest discharge 
occurred whfen the angle of convergence was near 13% and, as 
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Fig. 66. 



the corresponding velocity was relatively high, this angle should 
give a very efficient nozzle. 

58. Nozzles for Practical Purposes. — A nozzle, as used for 
fire or engineering purposes, is a modification of the convergent 
tube, shaped to do away with the contraction in the free jet. 
This is generally accomplished by the addition of a cylindrical 
tip, as shown in Fig. 66 a. This does not materially alter the 
velocity of the jet, but does 
increase the discharge. The 
tip is given a length suffi- 
cient to prevent the water 
passing through without 
wetting it. Sometimes the 
whole nozzle is made convex 
on the inside, so as to give 
to the particles a parallel 
motion as they leave the tip 
(Fig. 66 J). These two types of nozzles are most commonly 
used in practice, as it is found that they furnish the most 
efficient streams. The experiments of Freeman indicate that 
for either kind the mean value of the discharge coefficient is 
very near to 0.97. For fire streams they should be particularly 
adapted, as they would throw large quantities of water through 
a maximum of distance. Among other types which have been 
proposed and used to a limited extent is the so-called "ring 
nozzle." This is made with an annular ring inside the tip 

(Fig. 67) which causes the stream 
to contract as it leaves the nozzle. 
No good reason can be offered for 
its adoption, as the coefficient of 
discharge is made low (about 0.74) 
by the presence of the contraction. 
For all classes of nozzles we may write for the actual velocity; 
of the jet, 

v = c V2 ffh, 

and for the quantity discharged per second, 

e = eaV2^ 
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the values of e^ and c for any particular nozzle being determined 
experimentally. 

Nozzles are generally used on the ends of pipe lines in which 
there may exist a considerable velocity of approach. In this 
case we may proceed as in the case of the orifice (Art. 45) and 
obtain, 

t; = C„ ^ 



-(f)" 



The quantity discharged is 



« = « £x?^- • • • (Art. 45) 



3)'-(i)'' 



Here a would represent the area of the nozzle tip and A the 
area of the pipe. Since 

A i>2' 
d and J) being the respective diameters, we may write 



'"• -^4™. w 



and 



-<IT 



«=•» hJ^ <") 



'ST-ar 



Of course if the velocity of approach be known in value, the 
direct use of Bernoulli's Theorem between a point in the pipe 
and one in the jet will give a theoretical value for v which may 
be corrected by the coeflBcient. 

As a device for measuring water, the nozzle takes rank next 
to the standard orifice and has the advantage of a greater 
capacity. The student is referred to the experiments of Free- 
man, reference to which is given at the end of this chapter, for 
details regarding the proper coefficient for use. 
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Fio. 68. 



59. Diverging Tubes. — It has been pointed out that the 
chief loss of head in the standard short tube is occasioned by 
the sudden enlargement of the contracted vein to fill the full 
section of the tube. If the interior of such a tube should be 
shaped as in Fig. 68, so as not only to fit the form of the con- 
tracted vein but also to cause 
a gradual enlargement, this 
loss should be largely done 
away with and the discharge 
increased. Venturi and Ey- 
telwein used such tubes and 
also rounded the edge at the 
point of entrance. Their tube 
was 8 inches long, 1 inch in 
diameter at the smallest sec- 
tion, and 1.8 inches in diame- 
ter at the large end. The 
angle of flare was 6° 9' (Fig. 69). They obtained in their 
experiments a discharge nearly 2|^ times as great as though it 
had occurred through a standard orifice of the same diameter 

as the small section, and almost 
twice what would have been dis- 
charged by a standard short tube 
of that diameter. The velocity 
past m was much greater than that 
due to the head it was under, and 
the pressure at m was conse- 
quently less than one atmosphere. 
This last may be proved by writ- 
ing Bernoulli's Theorem between 
m and w. The two points being 
on the same level and the velocity head at m greater 
than at n, the pressure head at m must be smaller than at 
w. The increased discharge through the small section is there- 
fore due to the diminished pressure upon it, and if by any 
means atmospheric pressure were maintained there, the phenom- 
enon of increased flow would be lost. Venturi proved this by 
boring holes through the sides of the tube at this point. 




Fig. 69. 
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Fig. 70. 



If the flare of the tube be considerable or the head upon it 
low, some trouble may be had to keep it flowing full at the 
outer end. To remedy this it is sometimes made to discharge 

under water as in Fig. 70. If 
the head on the outer end be h^^ 
then the effective head must be 
A = Aj — ^2 just as for the sub- 
merged orifice. 

The principle of the flaring tube 
finds its application in the " diffu- 
ser," which is used with some types 
of turbine wheels to reduce the 
pressure at the outlet of the wheel. 
(See Church's "Motors," p. 126.) 
This tube commonly has the 
name of Venturi given to it in recognition of that distinguished 
experimenter. 

59 a. Borda's Mouthpiece. — Mention is made here of this 
mouthpiece, not because of its practical importance as a meas- 
uring device, but because it presents the only case allowing a 
theoretical determination of the contraction coeflBcient. As 
shown in Fig. 70 a, it consists 
of an orifice fitted with a short 
re-entrant tube having a length 
about equal to its diameter. 
The issuing jet touches only 
the inner edge. To determine 
the amount of the contraction 
we may proceed as follows. 

On the portions he and de of 
the reservoir walls, the pressure 
at any point is practically the pj^^ 7q^ 

same as it would be under static 

conditions, since the presence of the tube prevents the particles 
in close proximity to the walls from having any appreciable 
velocity. The total pressure on af is therefore in excess of 
that on he by the amount, awh^ that would exist on c^d\ the 
projected area of the orifice. Considering now the mass of 
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water between ab and mn, we have this same unbalanced pres- 
sure exerted upon it by the wall af. If in a time dt the mass 
moves to afVm'n' and in so doing has its momentum in a hori- 
zontal direction changed, we may equate this change to the 
product of the horizontal force, awh^ which produced it, an*^ 
the time in which it was produced. That is, 

awhdt = Mdv. 

The change in momentum may be expressed as the difference 
in horizontal momentum of the small masses aha'h' and mnm^in!. 
That this is so may be seen if it is noted that the aggregate 
momentum of all particles between a^V and mn remains con- 
stant. (A more detailed proof might be given similar to the 
discussion on page 44 relative to the change in kinetic energy 
taking place in the mass J.--B, Fig. 39). For aha^V the hori- 
zontal momentum is zero, and that of mnm^n' is 

Mass X velocity = — {0^0) vdt x v. 
9 



(awK) dt==: — Ccav^dt^ 



»*2 fktZ fk^ 

from which e, = h,-^ — = - — i — = 0.5. 



We may therefore write 

')Ti) dt = 
9 

9^^9 ' 9 

This value is a theoretical one, since in substituting -— for h 

^9 
no allowance was made for loss in velocity due to friction. If 

c^ be assumed as 0.98, we obtain 

(?^ = 0.52. 

A condition of flow quite similar to that into a re-entrant tube 
occurs when a pipe is inserted through a reservoir wall and 
made to project inwardly. 
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PROBLEMS 

1. A horizontal diverging tube siich as is shown in Fig. 70 has a dianv 
eter of 3 in. at the contracted section and 4 in. at its mouth. Water 
stands 16 ft. deep above its axis on the reservoir side, and 2 ft. deep on its 
discharging end. Determine the pressure existing in the contracted section 
during flow, assuming that 2 ft. of head is lost in the tube between the point 
of entrance and point of discharge. 

2. If in the previous problem a vertical tube, 1 in. in diameter, were 
tapped into the contracted section and made to communicate with a second 
reservoir, whose level was 8 ft. below the axis of the tube, at what velocity 
would water flow from this tube into the larger one ? 

3. If a 3-in. pipe, in which the total head is 40 ft., terminates in a flaring 
mouthpiece, what will be the maximum diameter possible at its outer end, 
if it is to discharge full bore into free air ? Assume no loss by friction. 

4. A 2-in. nozzle is attached to a 6-in. pipe line. Pressure at the base of the 
nozzle during flow is 50 lb. per square inch. The coefficient of discharge 
of the nozzle is 0.90. With these data compute the horse power of the jet. 

5. A l|-in. nozzle, attached to a horizontal 2j^in. play pipe, discharges 
290 gallons a minute under an indicated pressure of 40 pounds per square 
inch at base of play pipe. What is the coefficient of discharge of the nozzle ? 

6. A nozzle points vertically downward and terminates in a Ij-in. diam- 
etec orifice. It is supplied through a 2i-in pipe, to which is attached a 
gauge 3 ft. above the nozzle orifice. When the gauge registers 30 pounds, the 
discharge is found to be 310 gallons per minute. Find the head lost between 
the gauge and the orifice. 
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60. Definitions. — In general terms a weir is a notch cut in 
the upper edge of a vertical wall, through which water is allowed 
to flow for purposes of measurement. The shape of the notch 
may vary, but the type of the weir which is most common has a 
rectangular notch with one edge horizontal. If the bottom and 
sides of the rectangle be far enough removed from the other 
walls of the reservoir to permit free lateral approach of the 
water in the plane of the weir, the stream issues from the notch 
contracted on these three sides , 
and we have what is known as 
the Contracted Weir (Fig. 71). 
In contradistinction to this type 
is the Suppressed Weir (Fig. 72), 
in which the end contractions 
due to the vertical edges are 
suppressed by making the ends 
of the notch coincident with the 
side walls of the reservoir. The contraction is said to be com- 
plete and incomplete in the re- 
spective cases. In both weirs 
the surface of the water im- 
mediately back of the weir does 
not stand level, but assumes a 
curve as indicated in Fig. 73. 
The horizontal edge of the weir 
is known as the Crest; and the 
Head on the weir is not the 
depth of the water vertically over 
the crest, but is measured as shown from the level of the crest 
up to the general reservoir surface. 

88 



Fig. 71. 




Fig. 72. 
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Fig. 73. 

61. Fundamental Equations for Flow over Rectangular Weirs. 

— If a large vertical orifice discharges with a head on its upper 
edge equal to zero, we have results analogous to the flow over 
a weir. Let Fig. 74 represent in section a large rectangular 
orifice in the end wall of a reservoir or channel, the latter 
being so shaped or proportioned as to produce a velocity 
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of approach u. If v represents the velocity of discharge through 
any horizontal elementary strip situated a distance x below the 
surface, the discharge per unit time is 

dQ = dA 'V =b 'dx'Vi 



and for the entire orifice, 



Q = bjv. 



dx. 
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To express v in terms of a:, Bernoulli's Theorem may be written 
between the points m and n, giving 

zg w Zg w 

and t;= V2^(2; + A)^ 

where A has replaced — . Substituting this value for v in the 
above expression for Q^ there results 

The quantity (x + K) may be regarded as a variable with limits 
of (hi + A) and (Aj + A) inasmuch as d(x + A) — rfa:. With 
these limits the above equation becomes, when integrated, 

By making Aj equal to zero, the orifice becomes a weir, and, re- 
placing Ag by H^ we obtain 

(2 = fJV2^[(jr+A)J-Ai]. . . . (42) 

If there be no velocity of approach, A = and 

Q=lbV2^ff^ (43) 

These two equations will give the theoretical discharge for 
either a contracted or suppressed weir and may be regarded as 
fundamental equations. To apply either equation in practice 
it is necessary that a coefficient be introduced to care for fric- 
tional disturbances and contractions at the weir edges. To 
ascertain the value of this coefficient under different conditions 
of head, length, and type of weir has been the aim of many ex- 
perimenters. They have tried also to deduce other formulae 
with an aim to simplicity and wide range of application. No 
objection can be raised to such formulae provided they have a 
rational basis and are applied only when the conditions under 
which they are used fall within the limits of the observations 
by which they and their coefficients were obtained. The best 
of these will now be discussed. 
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62. Francis' Formulse. — In 1861, at Lowell, Mass., Mr. 
James B. Francis carried on an extensive series of experiments 
with large rectangular weirs. Most of the weirs were approxi- 
mately 10 feet long and the heads ranged from 0.6 to 1.6 feet. 
As the result of many experiments he proposed the two follow 
ing equations, 

= 0.622 x|(6-^)V2i[(5-+A)*-Ai], (44) 
and 

0= 0.622 x|(j-^V%^. . . (46) 

as being adapted to rectangular weirs, with or without end 
contractions. The first (44) provides for the effect of the 
velocity of approach, and the second is to be used when this is 
so small as to be negligible. They may be regarded as identi- 
cal with our fundamental formulae (42) and (43), save that 
Francis assumed the effective length of the weir to be less than 

TT 

b by an amount ■— , due to end contractions. The quantity 

0.622 is the value of the coefficient c, and n varies in value as 
follows : — 

w = 2 when there are two complete end contractions, 
w = 1 when one end contraction is entirely suppressed, 
w =5 when both end contractions are suppressed. 

The equations may therefore be written : •=— 

(a) Contracted Weir. — 

^ = 3.33^6 - ^ ^ \<iH-\' A)* - aH with vel. of approach. (46) 

§ = 3.33 ^6 - -^ ^ JT*, no vel. of approach. . (47) 
(6) Suppressed Weir. — 

^ = 3.33 61(^3^+ A)* - aH with vel. of approach. . . (48) 

^ = 3.33 bff\ with no vel. of approach. . . (49) 
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Francis' formulae have been very widely used in this country, 
where for years they were the only ones based on extensive and 
reliable experiments. They are simple of application, since they 
require no set of tabulated coeflBcients for varying conditions of 
head and length of weir. From over eighty experiments he 
deduced a mean value for c of 0.622, which varied from the ex- 
tremes by about 3 per cent. This latter figure would therefore 
indicate the probable limit of the error resulting from applying 
his formulae to weirs that closely approximate, in length and 
head, those upon which he experimented. His studies led him 
to conclude that the proportional amount of contraction on the 
top and bottom side of the issuing stream was constant at all 
heads, while the amount of the end contractions (when present) 
varied with the head. He accordingly made his coefficient e 
to include the effect of friction and vertical contraction only, 
thus obtaining a fairly constant value for it. To care for the 
end contraction he proceeded as follows : Since this appeared 
to vary with the head, it seemed logical to reason that the amount 
by which one end contraction diminished the discharge would 
be constant for any head. Its presence, therefore, would have 
the result of decreasing the effective length of the weir, and 

the quantity [6 — ^—-j represents the value of the effective 

length as deduced from his experiments. The value of n has 
already been given. 

Francis found that the curvature of the end contraction ex- 
tended horizontally over a distance of 1.5^, and consequently 
recommended that, for a weir with two end contractions, the 
length b be greater than 3 H, Otherwise the effect in the dis- 
charge of side and bottom contractions would not be properly 

represented by his coefficient and the quantity (b — ^T )* 

A direct solution of equation (46) or (48) necessitates a 

-.2 

knowledge of A, whose value we have seen to be — ; Since i^, 

the velocity of approach, cannot in general be measured directly 
and the corresponding value for h determined, we are obliged 
to use a method of trial in computing the discharge. The 
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approximate discharge may be first calculated by neglecting 
the velocity of approach and using (47) or (49). The velocity 
in the channel may then be approximated from 

^ = ^, 
A' 

A being the area of the channel's cross-section and u the average 
velocity past the section. If h be determined from this value 
of u^ equation (46) or (48) may be used to obtain a new value 
for Q. This will be nearer to the true Q, but may still be some- 
what approximate if the velocity of approach be considerable. 
By using this value to again find u and A, formula (46) or (48) 
may be used the second time and a value of Q obtained which 
will differ so little from the previous one that a recalculation of 
h would fail to materially alter the discharge. This method of 
correcting for the velocity of approach should be strictly 
adhered to in using Francis' formulae, since it was the method 
used by him when determining the value of his coefficient. 

Example. — A suppressed weir having a crest 10.68 feet long 
discharges under a head of 0.682 feet. If the depth of the 
channel of approach be 2.2 feet, find the discharge per second. 
Neglecting the velocity of approach, 

(?=3.33 X 10.58 X (0.682)* 

Q = 19.84 cu. ft. per second. 

-=l= 10.5l'x\2 -^'^^^^'P--"-^"-^' 

A =10^=0.011 ft. 
64.4 

Using formula (48), 

Q = 3.33 x 10.58 [ (0.693)^ - (0.011)*] 
C = 20.3 cu. ft. per second. 

This may be taken as the final value, inasmuch as a recalcula- 
tion of h gives 0.012, and this differs so slightly from the value 
used as to make resubstitution unnecessary. 



FTELEY AND STEARNS' FORMULAE 89 

63. Fteley and Stearns' Formulae. — These two engineers 
experimented at Framingham, Mass., in 1877 and 1880, with 
results differing from those of Francis. Their experiments 
indicated that the end contraction did not depend wholly on the 
head, but was quite irregular, varying also with the velocity of 
approach. For this reason they recommended the use of weirs 
with end contractions suppressed, stating it to be their belief 
that end contractions were a source of error. For suppressed 
weirs they proposed 

e= 3.3165^* + 0.007 6, (50) 

to be used when the velocity of approach is negligible, and 

(2 = 3.31 6(5^4- 1.5 A)* + 0.007 6, . . (51) 

when it is so large as to influence the discharge. 

The correction for the velocity of approach is made in (51) 
by adding 1.5 A to the measured head, h being derived as for 

Francis' formula from h = -: — This method of correction was 

•29 
based on the fact that the water as it approaches the weir has 
not the same velocity in all parts of the channel's cross-section 

as would be obtained from u = ■--• The stream lines near the 

A 

surface and center of the channel are found to have a higher 
velocity, depending on the width and depth of stream and also 
the height of the weir crest above the channel. It is the veloc- 
ity of this water, especially in the case of a contracted weir, that 
largely influences the discharge ; and there would seem to exist 
good reason for increasing the value of h as found from the 
mean velocity. While Fteley and Stearns adopted the value of 
1.6 A, they stated it was to be regarded as a mean value only, 
and furnished a table from which closer values might be se- 
lected. This is reproduced in part in Table VI of the Appen- 
dix and should be studied bj^ the student with reference to 
the change in coefficient as the head, and also the depth of water 
below the crest, increases. From their experiments on contracted 
weirs they believed that these same formulse could be applied pro- 
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vided b was replaced by (b — —^j as in the Francis formula. 

To allow for the velocity of approach the effective head should 
be made equal to (J7-h 2.05 A), the numerical coeflScient 2.06 
being again a mean value. As stated previously, however, 
they regarded end contraction as a source of error and 
. recommended its avoidance. 

The Fteley and Stearns formulae are based upon experiments 
on weirs from 5 to 20 feet in length, discharging under heads 
ranging from 0.07 to 1.63 feet. They should be used prefer- 
ably on weirs falling within these limits, although their authors 
stated they believed the head could be increased " to as large 
depths as could be properly corrected for the effect of velocity 
of approach." With no appreciable velocity of approach these 
formulae give results differing but little from those of Francis. 
With small velocities the results are nearly identical, while with 
large velocities Francis' formula gives smaller results. 

64. Bazin's Formula for Suppressed Weirs. — In 1888 H. 
Bazin of France began a series of experiments on weir flow that 
have since received wide recognition on account of the masterly 
way in which he carried them out. His experiments and stud- 
ies led him to propose for a suppressed weir, having no velocity 
of approach, 

Q = cJV2^ HK (52) 

and for e he deduced the value, 

.=. 0.405 + «:^, 

stating that for heads greater than 0.33 feet this value was 
sufficiently precise for practical work. The form of (52) is 
identical with our fundamental equation (43). 

To correct for velocity of approach Bazin considered the 
effective head equal to ff + mh (m being an experimental co- 
efficient); and by expressing h in terms of p^ the height of the 
crest above the bottom of the channel, was able to obtain 

Q =[o.405 + 5:2|M] [l + 0.56(-^)] hV2^ mK (53) 
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The first bracket quantity is the coeflScient c and the second is 
the yelocity correction. For heads between 0.38 and 1.0 feet 
he states that we may use 

(2 = r0.425 + 0.212^— ^^n bV2^ e\ . , (54) 

with an error less than 3 per cent. The interesting fact con- 
cerning (53) is that it provides for the influence of the velocity 
of approach and allows Q to be calculated directly without 
resorting t6 the method of trial. 

Bazin's weirs ranged from 1.64 to 6.56 feet in width, and the 
head from 0.164 to 1.969 feet. The value of p varied from 
0.66 to 6.56 feet. 

65. Formulae of Hamilton Smith. — In 1886 Hamilton Smith, 
a noted American hydraulic engineer, published in his " Hy- 
draulics " a very careful resume and compilation of the best 
and most trustworthy experiments on weirs. From a study of 
the work of Francis, Fteley and Stearns, and others, he pro- 
posed for 

Contracted Weirs, — 

Q =z c X ^ h\f±g H^^ with no vel. of approach. . (55) 
Q= c x^ 6 V2^ (5"-f- 1.4 A)i, with vel. of approach. (56) 
and for 

Suppressed Weirs, — 

§ = tf X I bV2g jyi, with no vel. of approach. . (57) 

C = <? X I b^/2g (5"+ I A)*, with vel. of approach. (58) 

Formulae (55) and (57) are identical with the fundamental 
equation (43), having values of c dependent on the type of 
weir and varying with its length and effective head (^H + mK). 
As for his mode of correcting the head to care for the velocity 
of approach, we see it is similar to that used by Fteley and 
Stearns. The difference between 1.4 A as used in (56) and 
1^ h appearing in (58) can probably be explained by saying that 
a weir with two end contractions is generally placed near to the 
center of the channel where the water is moving with its highest 
velocity. 
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Tables VII and VIH give values for c for a wide range 
of conditions. The first column in each table represents the 
effective head (^-h wA), but in selecting a coefficient for use 
no appreciable error will result if we use H instead, since mh is 
very small. For heads and lengths not given c may be found 
by interpolation. 

66. General Agreement of the Formulae. — Although tlie formu- 
lae of the different experimenters differ quite widely in the mode 
of correcting for contraction and velocity of approach, never- 
theless there is a remarkable agreement in the quantitative 
results obtained by applying them severally to a particular 
weir problem. Gibson, in his " Hydraulics and its A pplications," 
has given the following table, showing such results for the case 
of a suppressed weir 10 feet long, discharging with different 
values of head and velocity of approach. 



Length. 


(■REST 

IIeiuiit. 


Head. 


Velocity 

AlM'BOAOH. 


Francis. 


Ftelet- 

Stearns. 


BA7.I>f. 


Smith. 


10 ft. 
10 ft. 
10 ft. 


2 ft. 
4 ft. 
4 ft. 


1.0 ft. 
1.0 ft. 
4.0 ft. 


1.16 f. 8. 
.68 f . S. 

2.15 f. s. 


l.dO 
1.00 

1.00 


1.015 
1.001 
1.050 


.985 
1.010 
l.().')0 


1.018 
1.002 
1.115 



For the purpose of comparison, the quantity as obtained by the 
Francis formula is taken as the "unit of comparison" and the 
quantities are expressed in terms of this unit. It will be noticed 
that, although Francis' formula gives slightly smaller results in 
this particular case, the general agreement of all the formulae 
is very close. 

67. General Observations. — It was particularly pointed out 
by Bazin as well as by Fteley and Stearns that the height of 
the weir crest above the bottom of the channel was an influential 
factor in determining the value of the velocity of approach and 
the amount of crest contraction. Francis, as a result of his 
observations, believed it desirable that this height be at least 
equal to SIT in order to obtain complete contraction. Since his 
coefficient was deduced from experiments where this condition 
was followed, it is essential that weirs to be gauged by his for- 
mulae should be so constructed. 
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111 the formulae of Bazin and of Fteley and Stearns, provision 
was made for the varying of this dimension, but these engineers 
pointed out the desirability of keeping the water below the crest 
as deep as possible, since it reduced the velocity of approach and 
the probable error due to it. It has been shown experimentally 
(and can be proven mathematically) that the eflfect of the 
velocity of approach is negligible if the area of the cross-section 
of the channel be about 6 times the product of hH, For a 
suppressed weir this would be the equivalent of requiring the 
height of the weir crest to be 5 times the head upon it. Gen- 
erally this proportion is not found in practice and a velocity 
correction is necessary. In the case of a weir with end con- 
tractions all experimenters state that, for accurate application 
of tlieir formulae, the end contractions must be made complete 
by allowing a clearance of at least 2 H and preferably 3 H be- 
tween the ends of the weir and the sides of the channel. Using 
the latter figure, it can be shown that for values of h less than 
10 H the product of bH will be less than ^ the area of the chan- 
nel's section. Such a weir would require, therefore, no velocity 
correction, the probable error arising from its neglect being 
about I of 1 per cent. 

68. Submerged Weir. — If the water level on the downstream 
side of a weir be made to stand above the level of the crest, 
the weir is said to be Submerged. Using a weir with no end 
contractions, Fteley and Stearns experimented under the above 
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Fig. 75. 

conditions to determine a rational formula for flow and co- 
efficients for the same. This formula may be obtained by con- 
sidering that the flow takes place in two parts, — one through 
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the weir ABCD (Fig. 76), and the other through the orifice 
CDEF, The theoretical discharge through the weir part 
would be 

and through the orifice part, 
By adding these, there results 

Fteley and Stearns proposed 

Q = cb(H^ + ^^rH;Z-B-^ ..... (59) 

s 

c having a value dependent on -^ as shown in the accompany- 
ing table : — 

52-f-iri = 0.01 0.04 0.08 0.12 0.16 0.20 0.30 

c =3.33 3.34 3.37 3.35 3.32 3.29 3.21 

J?2-«-J5ri = 0.40 0.50 0.60 0.70 0.80 0.90 1.00 

c =3.15 3.11 3.09 3.09 3.12 8.19 3.36 

Experiments on submerged weirs are too few to give accuracy 
and certainty to the results obtained by formulae. It is diffi- 
cult to measure the downstream head on account of the fluc- 
tuation of the water level at this point. Such weirs should 
therefore never be used for accurate measurements. It may 
happen that, during the gauging of a natural stream, an un- 
foreseen rush of water may submerge the weir, and the above 
formula will then aid in a close approximation of the discharge 
during the flood interval. 

69. Triangular Weir. — Triangular weirs are sometimes used 
when the quantity of water flowing is not large. The custom- 
ary arrangement is shown in Fig. 76, both sides of the notch 
being equally inclined from the vertical. Inasmuch as the 
issuing stream is of similar cross-section for all heads, the value 
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of the coeflScient should be fairly constant. Experiment has 
shown this to be the case. 

The formula for theoretical discharge may be obtained as 
follows. In Fig. 77, let x be the head on an elementary hori- 





Fio. 77. 

zontal strip. From similar triangles its length is K^H— x) -*- -flT, 
and for its area we have 

dA^^iH--x^dx. 
The discharge through the strip is 

and if this be integrated with H and as the limits of x we 
obtain 

Q^-^h^/¥^B'^ (60) 

The sides of the triangle being equally inclined, J = 2 JET tan a. 

.-. ^ = 3^tanaV2^ jyi 
Making the vertex 90** so that a = 45°, we have 

Actual ^ = (? X 3»^ V2^ i3i ... (61) 

For the value of (?, Professor Thompson obtained 0.592 as a 
mean value when the range in head was from 0.2 to 0.8 feet. 
Using this value, 

e=2.53M (62) 
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Fig. 78. 



If a velocity of approach exists, R must be replaced by 
(^4-1.4 A), as in the case of a rectangular weir with end 
contractions. 

70. Trapezoidal Weir of Cippolettl. — This weir, invented by 
an Italian engineer whose name it bears, is mentioned because 
of its ingenious design, and the fact that it is more or less used 
in irrigation work. It has the advantage of a certain amount 
of constancy in its coefficient. As the name indicates, it has a 
notch of trapezoidal form as shown in Fig, 78. The side slopes 

are the same, and have an in- 
clination of 1 in 4. The reason 
for this is of interest. The 
discharge may be divided into 
two parts, — one through the 
rectangular area of length 6, 
and the other through a tri- 
angle having a base width of 
2d, The total discharge is therefore greater than from a 
rectangular contracted weir of length b, Cippoletti proposed 
giving the sides such a slope that this increase would be just 
equal to the decrease in discharge through a contracted weir, 
caused by end contractions. This would make the trapezoidal 
weir the equivalent of a rectangular suppressed weir of lers^th 6. 
The increase, being the discharge through the end triangles, 
may be written from equation (60), as 

and the decrease due to end contractions is, according to 
Francis, 

Q^ = cx^ V2^ X 0.2 J?i (See equation 45.) 

Equating these values and assuming the two values of e to be 
alike, there results 

giving the slope which Cippoletti recommended. From such a 
weir we may then figure Q by Francis' formula, 

Q=s.ssbiri 
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Cippoletti believed, as a result of experiment, that the value 
3.33 was too small, and proposed 

^ = 3.367 JiT*. 

Messrs. Flinn and Dyer in 1893 experimented with a weir of 
this type and obtained a value for the coefficient of 3.283. This 
was the mean value derived from 32 experiments. In correct- 
ing for the velocity of approach, however, they followed the 
method of Hamilton Smith (total head = ^+ 1.4 A), while 
Cippoletti used the method of Francis. (See Art. 62.) The 
difference in method would nearly account for the difference in 
coefficient; and their conclusion was that the formula proposed 
by Cippoletti himself gave results within one per cent of the 
truth. 

More experiments on this weir are desirable in order that our 
knowledge of the coefficient may be sufficiently precise to 
warrant its use as an efficient measuring device without pre- 
vious calibration. 

71. Water Measurement by Weirs. — The rectangular weir at 
present furnishes the most accurate method for measuring large 
quantities of water. Either the contracted or suppressed type 
may be used, although the latter is often preferred because of 
the absence of any uncertainty due to the end contractions. 
Certain precautions, some of which have already been enumer- 
ated, must be observed. 

(1) The crest must be sharp-edged and horizontal; and its 
length should preferably be greater than 3 H. 

(2) The plane of the weir's upstream face must be vertical. 
An upstream inclination reduces^ and a downstream inclination 
increases^ the discharge (Fig. 79). This results from the increased 
and decreased crest contraction. Bazin, in an account of his 
experiments, gives a discussion on the effect of inclination and 
also comparative values for the discharge as the inclination varies. 

(3) The height of the crest above the bottom of the channel 
should be made as large as possible in order to reduce the veloc- 
ity of approach. This is the same as saying that H should be 
made small in comparison with the depth of water in the channel. 
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Fig. Y9. 

If possible, the area hR should not be larger than \ the area of 
the channel section. 

(4) The end contractions, when present, should be made com- 
plete by observing a clearance of from 2 to 3 ^ between the 
ends of the weir and the sides of the channel. 

(5) Provision must be made at the ends of the weir for the 
free admission of air to the space beneath the falling sheet or 
nappe. The existence of a partial vacuum here causes a depres- 
sion of the nappcy and an increased discharge follows. (See 
Bazin's experiments.) 

(6) The head S must be accurately measured. This can 
best be done by means of the hook gauge described in Art. 61, 
although for approximate work a graduated scale can be set 
vertically in the stream with its zero at the level of the crest. 
It has already been pointed out that the measurement must be 
made at a point far enough back from the weir to escape the 
effect of the surface curVe. Fteley and Stearns recommend a 
distance equal to 2^ times the height of the weir, but state that 
in a deep channel this distance may be made less. 

Preferably the gauge should not be located too near the 
side of the channel in order to avoid the slight rise in the sur- 
face due to capillarity. As a position near the center of the 
stream would make the scale diflBcult to read, it is customary to 
place the gauge in a nearby pit or sump to which the water is led 
by a pipe connection. If the pipe be made to enter the weir 
channel at right angles to, and flush with, its side (see Art. 36 
on piezometric readings), the water in the small pit will stand 
at the same level as in the channel. To ascertain the reading 
of the gauge when the point of the hook and the weir crest are 
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in the same horizontal plane, the water may be drawn down in 
the channel until it stands level with the crest. Some inaccura- 
cies are apt to be met with, however, due to capillary action at 
the crest ; and it is much better if a delicate spirit level be used 
to level a straightedge resting with one end on the crest and 
the other on the point of the hook. 

As a result of experimental comparison Williams has con- 
cluded that it is of great importance, in measuring the head, 
that the same method be used as was employed by the experi- 
menter whose formula is to be used. Otherwise an error of 10 
per cent is liable to occur. References to the literature con- 
taining accounts of standard experiments are given at the end 
of this chapter. 

If all the precautions enumerated above be observed, it is 
possible that the results obtained may be in error less than 2 
per cent. Such accuracy, however, is not to be looked for in 
ordinary work and can be attained only by an experienced 
person. 

72. Weirs with Rounded or Wide Crests. — Messrs. Fteley 
and Stearns experimented with weirs having the upstream edge 
of the crest slightly rounded. They found that the rounding 
increased the discharge by diminishing the contraction. The 
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Fig. 80. 







Fig. 81. 

case is comparable with that of the orifice. When the rounding 
was made by a quarter circle having a radius of less than 0.5 
inch, they found that the discharge could be determined by the 
usual formula, provided 0.7 the radius (in feet) be added to 
the measured head (Fig. 80). 
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If the crest be squared, but made so wide as to cause the 
water to touch again after leaving the inner edge, the amount 
discharged is usually diminished by the increase in friction- 
The experiments of Fteley and Stearns illustrate two possible 
cases. Figure 81 shows a crest just wide enough to slightly 

interfere with the descend- 
ing sheet. The flow may 
be increased slightly if the 
space between the crest and 
the water contains a partial 
vacuum. If the crest be so 
wide as to resemble Fig. 82, 
F'G- 82. the flow will be diminished 

by the increase in frictional resistance. Rounded or wide crests 
should be avoided in precise measurements. 

73. Dams used as Weirs. — The many dams existing on natu- 
ral streams offer opportunities for gauging flow if their coeffi- 
cients can be ascertained. As the shapes or profiles of dams 
vary greatly in detail, it would be a difficult and laborious task 
to determine and tabulate the coefficients for the many various 
types. However, two excellent sets of such experiments on 
dams have been recently completed.* The first was by Bazin in 
1897, carried on at the request of the French government. The 
second, in 1898, was under the direction of G. W. Rafter for the 
U. S. Deep Waterways Commission, carried on at the Cornell 
Hydraulic Laboratory. The results of both sets of experiments 
appear in a paper by Mr. Rafter found in the Transactions of 
the American Society of Civil Engineers, Vol. 44, 1900. The 
formula proposed is in the form 

^ = (? X f ViZ^ hH^ = MhHi. . . . (63) 

and values of M are given for a great variety of profiles and 
conditions. 

PROBLEMS 

1, A weir with end contractions has a crest 10.37 feet long and 2.87 ft. 
above the bottom of the channel. If the channel be 14.3 ft. wide, what 
amount will be discharged by the weir under a head of 0.875 ft.? Use 
both Francis' and Smith's formulae, and compare results. 
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\ * \ • • r ; • • r. 
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2. A suppressed weir, 6.97 ft. long, has its crest 2.79 ft. above the bottom 
of the channel. Compute the discharge for a head of 0.679 ft., using (a) 
ilteley and Steams' formula ; {\>) Bazin's formula. 

3. A rectangular channel 15 ft. wide contains water flowing 4 ff. deep, 
with a mean velocity of 2.2 ft. per second. If a suppressed weir, 4.5 ft. high, 
be built across the channel, how much will the level of the water back of 
it be raised? Use Francis' formula, (1) neglecting velocity of approach, 
(2) with velocity of approach. 

4. A reservoir whose area is 12,000 sq. ft. has an outlet through a con- 
tracted weir whose crest is 3 ft. long. If, at the moment of opening, the 
head on the weir be 2.8 ft, find the time required to lower the surface 1 ft. 

5. A reservoir 50 ft. by 200 ft. in plan, has its sides vertical. A rec- 
tangular weir is built in its side and stop planks prevent its discharging. 
When the water has risen to a height of 15 in. over the crest, the planks are 
removed. Find the length of the weir necessary to lower the reservoir 13.5 
in. in 30 min. Use Francis' formula for suppressed weirs. 

6. The angle of a triangular weir is 90°. How high must the water rise 
above the vertex so that the discharge may be 1000 gal. per min. ? 
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CHAPTER VIII 

FLOW THROUGH PIPES 

74. General Equation for Flow. — It will be convenient in ap- 
proaching the subject of flow through pipes if we make the 
assumption of steady^ nan-simums flow which was outlined in 
Art. 80. By so doing, we shall greatly siiqplify ouiL^nathe- 
matical work and make it possible to derive a formula for^flow 
which will have a rational basis and be fairly satisfactory in its 
application. It may then be corrected to agree with experi- 
mental results by applying coefficients or exponents to the 
several quantities involved. 

The simplest case of flow occurs when a straight pipe of uni- 
form section is inserted in the side of a reservoir and allowed 
to discharge under constant head into the atmosphere (Fig. 83). 



Fig. 83. ^^ 

The flow being steady, we may write Bernoulli's Theorem be- 
tween the points m and n, obtaining 

Oh.£«+ h = fl-^l^+iO + Lost head, 
w 2sgf wj 

or A = -^ + Lost head (64) 

The last term covers all the losses in head occurring between 
the reservoir and outlet, no matter how caused. If each of 
these can be expressed as a function of the actual velocity, then 
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equation (64) will contain but one unknown, v, and may be 
used as a general equation for solving problems of pipe flow. 

. In a straight pipe of uniform section, tlie only losses in head 
to be considered are : — 

(a) Head lost at entrance to the pipe. 

(J) Loss due to internal friction. 

(e?) Loss due to friction between pipe and water. 

The last two of these are so inextricably involved, one in the 
other, that no attempt will be made to separate them. They 
will be jointly considered under the caption of "Friction Loss." 
If the pipe contains sudden changes either in direction or 
diameter, or if at any point the flow is hindered by the presence 
of partially closed gates or valves, these conditions will lead to 
further losses in head, the magnitude of. which will now be 
discussed. 

75. Loss at Entrance. — The conditions of flow in the first 
three diameters of the pipe's length are similar to those exist- 
ing in a standard short tube which discharges against a head 
of water h^ (Fig. 84). As 
there the velocity of flow is de- 
pendent on the available head 
(Ji — Aj), so in the case of the 
pipe the velocity is dependent 
on the available head (h — fric- 
tion head), as may be seen from 
a study of equation (64). The 
loss in the short tube may be 
obtained as follows : — 

Referring to Art. 54, it will I 

be seen that the head lost in 
any discharging device may be written : — 

Lost head = f4;-l')—. 

V being the actual velocity of flow. For the short tube c^ = 0.82, 
so that 

Lost head = [-^—. - ll— = 0.5 ^. 
L(0.82)2 J2^ 2g 
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Since thid loss is expressed as a function of the actual velocity 
in the tube, it would seem as if we might further compare the 
tube with the pipe at entrance, and say that this same function 
of the velocity found there represents the loss at entrance. We 
will therefore assume, 

f-g <«^> 



Loss at entrance = 0.5- 



76. Friction Loss. — Of all the losses mentioned in Art. 74, 
the chief in magnitude (unless the pipe be short) is that due to 
friction along the inner wall and among the water particles. 
The law which governs its proportions, as the diameter of the 
pipe, the nature of its inner surface, and the velocity through 
it are made to change, has probably been the subject of more 
experiments and writing than any other field in Hydraulics. In 
spite of this fact, we have little exact knowledge of the law, and 
our formulae which express it give only approximate results. 
Even temperature enters into the problem to add to its com- 
plexity. From the many experiments that have been made, we 
do know that the amount of f rictional resistance offered is : — 

(1) Independent of the pressure in the pipe. 

(2) Proportional to the extent of frictional surface. 

(3) Variable with the velocity of flow, and nearly propor- 

tional to the second power of the velocity, if the latter 
is above the "critical." (See Art 29.) If the velocity 
is below the critical, the resistance varies as the first 
power. (See Art. 78.) 

Any formula, therefore, which is to properly express this loss 

should have some rational 
basis and recognize the 
above conditions. 

One treatment of the 
problem is as follows. The 
accompanying sketch rep- 
resents a portion of the 
pipe shown in Fig. 83. 
^^^' ®^- The reservoir and pipe are 

supposed to be filled with water and the .outlet stopped. If the 
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latter be opened, the action of gravity will cause the water to 
flow with increasing velocity until the resulting increase in fric- 
tion between the water and pipe, and among the water particles 
themselves, causes a resistance that is capable of balancing the 
action of gravity. The accelerating force then becomes zero 
and steady flow ensues. In any cross-section of the pipe the 
mean velocity has then reached its maximum value. Across 
the section the velocity will vary from a maximum at the center 
to a minimum at the sides (Art. 88). We will neglect this vari- 
ance, however, and consider all the particles as having the mean 
velocity v. Referring to Pig. 85, w and n are two points on 
the axis of the pipe at distances 2^ and ^J^ above the datum. 
Between the two points we may write (Bernoulli's Theorem), 

^ + £22. 4. 2« = 1^ +-^ + 2J„ + Lost head, 

Zff W Zff w 

and since the two velocities are equal (the pipes being of uni- 
form section). 

Lost head =^^ + 0-(^+2«y . . . (66) 

To otherwise express the loss in head, consider the cylinder of 
water between sections m and 71, and the forces acting on . it 
(Fig. 86). Ap^ and Ap^ are the pressures exerted on the ends 




Fig. 86. 

by the adjacent particles, A representing the area of cross-sec- 
tion. JB is the total frictional resisting force, and Awl is the 
weight of the water. The motion being uniform, we may write 

Ap„^ + Awl • sin a — i? — Ap^ = 0, 

or Pb+I sina-^=:A. 

w w Aw 
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From Fig. 85 we have 

i sin « = 2^ — fl?^, 
which inserted in the above gives 

and this combined with (66) results in 

Lost head = -r— . 

If now the frictional resistance per unit area of pipe surface be 
jP, so that H^irdlF^ we may write 

Lo8thead = ^zl^^4^. . . . (67) 
wwcP wd 

In the first of the present paragraph it was pointed out that we 
have no exact knowledge of the value of F\ hence at this point 
fairly rational treatment of the problem ceases, and some as- 
sumption regarding F must be made. Since for velocities 
above the critical, F appears to vary nearly as the second power 
of- the velocity, we may write 

F=^(^, 
obtaining 

Lost head = ^ I ^. 
w a 

4c 
If we replace ^ by/, there results 

Lost head =/-?t;2 (68) 

a 

The nature of the quantity/ may be learned from the follow- 
ing interpretation of equation (68). 

Tfc« . ^ . distance /distanced. 

Distance =/ x --^^ x i—r. 1 

distance \ time / 

j,^ (time)^ 

distance 
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We see that it is a function of both time and diitance^ and will 
therefore vary in value according to the system of units em- 
ployed in measuring these quantities. It would be much 
better if/ were an abstract number, and it may be made so by 
introducing into the right-hand member of (68) a quantity in 



the form of (.^^'"«>'. 
distance 



The quantity — may be shown to have 



this form, and its introduction into the equation secures the added 
advantage of permitting the lost head to be expressed as a func- 
tion of the velocity head. Equation (68) may then be written 



Lost head =/- ^r-. 
d2g 



(69) 



This formula is probably more widely known and used than 
any other. Later it will be shown to be identical with the 
formula of De Chezy for flow through pipes. 

77. Determination of f. — The quantity/ is generally spoken 
of as the Friction factor and its value for any particular pipe and 
velocity of flow may be obtained experimentally as follows : — 

Figure 87 shows two piezometers inserted in a pipe at two 
sections a distance I apart. Since 
the velocity at both sections is the 
same (diameter constant), we may 
write, 

-^ + a = ^ + Lost head, 
w w 

and 

Lost head = ^ _ -2^ + a = A. 



w 




Fig. 87. 



By measuring A, a, and Q the value 
of the lost head is found, and (69) may be solved for /. 
As a result of many experiments it has been found that 

(1) / decreases, in the same pipe, as velocity increases. 

(2) / decreases, with the same velocity, as the diameter 

increases. 
(8) / varies largely with the condition of the interior surface 
of the pipe, being larger, the rougher the surface. 
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In view of the last fact it will be seen that it is difficult to 
estimate a value of/ for any particular pipe, since even in pipes 
of the same material the roughness of the lining may vary. 
Much more difficult and quite impossible is it to predict what 
value of/ will hold for a pipe after it has become coated with 
rust or other deposits as the result of long use. Determina- 
tions of / have been made for a number of materials, including 
cast-iron, wood, lead, brass, glass, wrought-iron and riveted steel. 
Table IX of the Appendix shows probable values of / for 
clean cast-iron pipes, based on data given by Fanning in 
his "Treatise on Hydraulic and Water Supply Engineering." 
An inspection of this table shows that a mean value is given 
by the decimal 0.02. Since / varies with t;, any problem in 
which V is unknown must be solved by first using a trial value 
for/, thus allowing v to be found approximately. This value 
of V then serves to find a closer value for / which in turn is 
used to obtain a second value for v. Generally this latter will 
indicate a value of / so close to that last assumed that further 
solutions are unnecessary. 

Example. — A straight 12-inch pipe, 4000 feet long, is con- 
nected with a reservoir containing water whose level is 100 feet 
above the discharging end. Find the probable velocity of flow,. 

From equation (64), 

2g 2g^'^d2g 

IQQ^ ^ , 0.5t;g 0.02x4000 i/^ 
64.4 64.4 "^ 1 64.4' 



t; = 8.9 feet per second. 



From Table IX, /corresponding is 0.0203. 
Using this value, we find, 

t; =s 8.8 feet per second. 

The corresponding value of / remains 0.0203 and no further 
solutions are necessary. For all practical purposes the result 
may be stated as 9.0 ft. per second since the uncertainty in the 
value of/ does not warrant greater precision. 
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An idea of the relative size of the friction loss may be ob- 
tained from the following summary. 

2 * 
Velocity head = iL=: 1.21ft. 

Entrance loss= 0.5;^= 0.60 ft. 

2^ 

Friction loss = /1|1=: 98.19 ft. 

Total 100.00 ft. 

It is seen that 98 per cent of the available head was lost in 
pipe friction. 

78. Relation between Frictional Resistance and Velocity. — 

For any one pipe the amount of frictional resistance must be 
some function of the velocity. We have so far assumed it to 
vary as v^; b^t experimental work has shown that in general 
the value of the exponent is somewhat less than 2. The gen- 
eral relation between lost head and velocity may be expressed 
by the equation 

A, = *v», . . . . • . (70) 

both h and n being constant for any particular pipe. The 
equation may be written 

log A, = log Ar + w log v, .... (71) 

which is the equation of a straight line, since it is in the form of 

y = a + nx. 

If now we experimentally determine corresponding values of v 
and hi for a wide range of velocities, and plot the logarithms 
of these quantities as abscissae and ordinates respectively, we 
should expect to obtain, as their locus, a straight line making 
some angle a with the axis of log v, and cutting oflE an inter- 
cept on the axis of log A, equal to log A. The value of n would 
then be obtained from tan a = w. 

Figure 88 shows such a plot as made by Professor Reynolds 
from data obtained by experiments on a small lead pipe. As 
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the velocities were increased from very small values, Professor 
Reynolds found that the plotted points, up to a certain 




point A, lay on a straight line which made an angle of 45° 
with the log v axis. The value of n for this line being 
unity, and that of log k zero, it will be seen that for low 
velocities the loss in head was directly proportional to v. At 
A the position of the points indicated a sudden increase in loss, 
but no definite law governing the change. Not until a point B 
was reached and passed did the law become apparent, and then 
it was found that further increase in v caused all the points to 
lie on a straight line BO. This line had such a slope that tan a 
equaled 1.722, showing that hi varied as t;^-^^. The point A 
marks the higher critical velocity at which the non-sinuous mo- 
tion, which the water previously had, changed to sinuous motion. 
Reynolds found also that by starting with High velocities and 
gradually decreasing them, the plotted points followed the 
line BO down to a point i>, the intersection oi BO and AG. 
This point marks the lower critical velocity, at which motion, 
that had previously been sinuous, becomes non -sinuous. This 
lower value of the critical velocity is the one we are concerned 
with in pipe flow, inasmuch as water almost invariably enters 
the pipe in a turbulent state. 

It was pointed out in Art. 29 that the value of the critical 
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velocity was constant for any particular pipe, varying only with 
the temperature of the water. With temperature constant, in 
different pipes it becomes a function of the diameter. As the 
result of his experiments, Reynolds proposed as a value for the 
critical velocity, ^ ^ggg p 



fc = - 



d 

1 



the value of P being 

^ "" 1 + 0.0886 1 + ^,000221 <2' 
and d being the diameter in feet. 

By t is represented the temperature of the water in degrees 
centigrade. It will be seen from the formula that the value of 
the critical velocity is very small, too small in general to inter- 
est the engineer. The flow of water through soils and filter 
drains illustrates cases where the critical velocity has its 
importance. 

79. Loss by Bends. — If water that is flowing in a straight 
pipe be suddenly deflected from its course by a bend, a loss in 
head follows, which is due to eddyings and impact. Our knowl- 
edge concerning the magnitude of this loss, as the radius of the 
bend, the size of pipe, and the velocity of flow varies, is at pres- 
ent very incomplete, Weisbach describes some experiments 
made by him on smooth iron pipes, 1^ inches in diameter, bent 
in quarter circles. For the head lost at the bend, in excess of 
that occasioned by pipe friction, he proposes 



Lost head = c -— , 
2^ 



(72) 



and gives the following table for £?, in which d is the diam- 
eter of the pipe, aild r the radius of the bend: — 



For ^=: .20 
r 


.40 


.60 


.80 


1.0 


1.2 


1.4 


1.6 


1.8 


2.0 


c = .131 


.138 


.158 


.206 


.294 


.440 


.661 


.977 


1.40 


1.98 



As the diameter and radii of bends were both small, and the 
number of experiments not numerous, it would appear that 
little reliance should be placed on the values of the coefficients, 
particularly when applied to pipes and bends of large size. 
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Notwithstanding this fact, Weisbach's formula and coefficients 
have long been used by engineers. 

More recent than those of Weisbach are the experiments of 
Brightraore, Schoder, and Williams, Hubbell, and Fenkell. The 
last three experimented in 1893-98 with the cast-iron water 
mains of Detroit, Michigan, and measured the losses of head in 
bends of 90°. The sizes of pipe used were 12, 16, and 30 inches 
in diameter. The most remarkable thing in their conclusions 
was that, while Weisbach's experiments indicated an increase 
in loss with increased sharpness of bends, the Detroit experi- 
ments showed a decrease in loss as the bends sharpened, down 
to a limiting radius of about 2J diameters. Beyond this point 
there appeared to be a gradual increase. This conclusion, being 
so diametrically opposed to generally accepted principles, 
aroused keen interest and much discussion among hydraulicians. 
In view of the fact that the Detroit experiments were conducted 
in a most careful and scientific manner, much weight must 
necessarily be given them until further experiments under like 
conditions give reason to do otherwise. More recently (May, 
1908), however. Professor Schoder of Cornell University has 
published the results of his experiments on bends of 90° in 
6-inch pipes, and his conclusions substantiate the old theory 
that increased loss follows increased sharpness in bends. Mr. 
Brightmore, Member Inst. C. E., has also published (1907) some 
experiments on 3- and 4-inch pipes which quite agree in quali- 
tative results with those of Professor Schoder. The weight of 
testimony therefore appears to favor the old theory. In the 
Detroit pipe line the bends were made by placing together 
short sections, giving rise to losses due to joints. The veloci- 
ties were comparatively low and the measured losses therefore 
small. Schoder points out that this fact would tend to mag- 
nify excess losses due to other causes than curvature, thereby 
making it difficult to distinguish the true varying of the latter 
loss. In view of our imperfect knowledge of the subject and 
the fact that there were present in the Detroit experiments cer- 
tain conditions whose influence was doubtful, it would seem 
best to continue for the present on the basis of the older theory 
and await more experiments. 
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One very important fact should be pointed out, and that is 
that the loss in head due to a bend does not occur entirely within 
the bend itself, but occurs also in the subsequent straight sec- 
tion where the eddyings caused at the bend gradually die out. 
This fact should be recognized in any experiments to determine 
the effect of curvature; and in placing the piezometers for 
measuring the total loss between two sections including the 
bend, the downstream one should be placed far enough below the 
bend to insure the perfect resumption of normal flow. In his 
6-inch pipes Schoder anticipated that the influerice of the bends 
might extend a distance of 100 diameters downstream, but 
subsequently found that conditions were normal at a distance 
of 76 diameters. 

It is quite fortunate that, in long pipe lines having few bends, 
the loss in head from bends is inconsiderable when compared to 
the friction loss in the straight part. In bends having a radius 
of from 1 J to 20 diameters, and velocities ranging from 3 to 16 
feet per second, Schoder gives the excess loss in head in a 90°- 
bend over the head lost in an equal length of straight pipe, as 
equal to the loss in a straight pipe of the same size having a 
length of from 2 to 20 diameters and the same velocity of 
flow. 



80. Loss by Sudden Enlargement of Section. — If the cross- 
section of the pipe be abruptly 
enlarged, as in Fig. 89, the ve- 
locity will be reduced from v to 
Vj, and a loss in head will result 
from the impact and eddying 
caused by the meeting of the 
more swiftly moving water in 
the small pipe with the slower 
water in the large pipe. To 
properly estimate the loss we 
may proceed as follows: Let 
the area of the cross-section in the pipe be a and a^, respec- 
tively, so that av^a^v-^. Writing Bernoulli's Theorem between 
m and n^ we obtain 
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from which 



^+-E=|i? + £l+ Lost head, 
2g w 2g w 



Lost head = ^-^-f£i-^\ . . . (73) 
2g 2g \w wj 



The velocity v is maintained up to and slightly beyond (7-A so 
that at m* the pressure remains p. The total pressure in the 
large pipe on section (7-2) must then be a^^p^ while on E-F it 
is a^Pi> That.jE?! is greater than|? may be seen from the fact 
that between m and n there occurs a large decrease in velocity 
head without a corresponding gain in potential . head. Conse- 
quently -^l must be greater than 2.. There exists, therefore, an 
w w 

unbalanced pressure between (7-2) and E-F against which W 
pounds of water move each second and thereby have their veloc- 
ity changed from v to v^. Since a force is proportional to the 
change of momentum which it can produce in a given mass in a 
second's time, we may write, 

W 

a^Pi-a^p-^^—iv-v^), 

y 
or 

£l-£. = Hl(^;_^;) (74) 

w w g 
Combining (73) and (74), 

Lost head = ^-^'-^(t;~t;,)==^?^^'. . (75) 
2g 2g g"^ ^^ 2g ^ 



Another form of expression may be derived from the relation 
av = a^Vy Substituting in (75) for v its equivalent 2li!j , there 
results 

Lost head = V ^ ^ '''>'^ (gi ~ l)^^. . . . (76) 
2g \a J 2g ^ "^ 

The validity of our reasoning has been shown in a set of experi- 
ments by Gibson, in which he obtained results in close accordance 
with those given by (75). 
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The difference in pressures existing in the two sections of the 
pipe m&y be found by substituting the value of the loss^ as given 

by (75), in equation (73), and solving for £i — -2. There results, 

w w 



WW a ' 



(77) 



81. Loss by Sudden Contraction in Section. — If a pipe suffers 
a sudden contraction of section in the direction of the flow 
within, a loss of head results. Refer- 
ence to Fig. 90 shows it to be divided 
into two parts. The vertical shoulder 
AB causes impact and eddying in the 
end of the large pipe, and the water as 
it passes the sharp edge ab contracts 
as from an orifice, and subsequently 
suffers a loss of head in expanding to fill the pipe. The size of 
this loss will depend upon the ratio of the velocities and the 
amount of contraction at wi, which is the same as saying it 
varies with the ratio of A-^ to J., A^ and A being the respective 
areas of the small and large pipe. While a value may be ap- 
proximated by treating the loss as due wholly to the sudden 
expansion beyond w, a preferable method is to express the 
loss as 




Lost head = A^, 



(78) 



and determine by experiment values of k for different ratios of 
A^ to A. Professor Hoskins, in his recent (1906) work on 
Hydraulics, gives the following convenient table which is based 
on data from Weisbach : — 



For di = .10 
A 


.20 


.30 


.40 


.50 


.60 


.70 


.80 


.90 


1.00 


k = .362 


.338' 


.308 


.267 


.221 


.164 


.105 


.053 


.015 


.0 



82. Summary of Losses in Pipes. — For ready reference the 
different losses and their values are hero summarized : — 



116 FLOW THROUGH PIPES 

(1) Head lost at entrance ss0.t5-— ». 

7 2 

(2) Head lost by pipe friction sa/-JL. 

v^ 

(3) Head lost by bends = c-- . 

(4) Head lost by sudden enlargement = ^^"^^O 



\a J 2y 



(5) Head lost by sudden contraction =4—. 

If a pipe be in any way obstructed, the resulting loss may be 
approximately determined from (4) by letting a^ represent the 
area of the pipe and a the area at the point of obstruction. 

The general equation (64) may be now thus elaborated: — 

A = J^ + 0^ _^j,l ^ ^ Losses by bends, etc., . (79) 
2^ Ig dig 

and if the pipe be fairly straight and of uniform section 
throughout, 

2g^ 2g ^^ d2g ^ ^ 

In determining the velocity in a very long pipe it will be 
found that the loss by friction is so nearly the entire head h 
that we may write 

"^-f-af-g <«^) 

without an error greater than that liable to result in the selec- 
tion of a value for/. 

83. Solution of Pipe Problems. — In the above equations, the 
principal variables are A, Z, rf, and v. A majority of the pipe 
problems arising in practice consist in having one of these 
unknown and desired. The solution may be effected by using 
either (79), (80), or (81), as the case requires, and solving 
directly for the unknown. Two very common problems are : 
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(1) Given A, Z, and rf, to find v and Q. Choosing (80) as 
representative, we have, 



v^ ^y^ . and Q = Av, . . (82) 




J2 

where A^ the area of the pipe, = -r— 

(2) Given A, Z, and ^, to find d necessary to deliver Q. 

4 O 
Again, using (80), and remembering that v = — ^, we have 

TTCP 

'-^fwm- ■ • • • « 

In Problem 1 a tentative value of 0.02 is first assumed for /, 
and then corrected to accord with the resulting value of v. 
The process is repeated until a value for v is obtained which 
requires no new value for/. 

In Problem 2, / is taken again as 0.02, and since d appears 
under the radical sign, its value in this place must be tenta- 
tively assumed. From the first solution of (83) a tentative 
value of V may be found from 



V 



7rd2' 



and the corresponding / determined. With these two approx- 
imate values of d and /, we may solve (83) for a closer value 
of rf, and so proceed until a satisfactory determination is made. 

84. Hydraulic Gradient. — Figure 91 shows an open piezom- 
eter inserted at n^ in a straight pipe of uniform section which 
discharges into the air. Between m and n we may write 

Q + P- + h.^P + (t + P±\ + + Lost head, 
W Zff \w wj 

£. being the height of the piezometer column above w, and \ 

the distance of n below the reservoir level. Evidently p is in 
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relative units, and would be zero if n were at the outlet of the 
pipe. (See Fig. 83 and equation (64).) More simply may the 
above be written 

(84) 



At = — . + ^ + Lost head, 



w 

and it should be noted that A^ is divided into three parts. 
Since one of these, 2, is the height of the piezometer column, 
the sum of the other two (rr- + Lost head) is the distance 

down from the reservoir level to the top of the column. At 
any point below w, such as w', the velocity head will be un- 
changed, but the lost head will be increased by reason of the 
loss occurring in the intervening distance. Hence the sum of 
the two heads is larger than at n, and the level of the second 
column is lower than the first. The difference in level being 
e, we may write, 

'=/5^- ■ • • W 

from which, if e and P be measured, the value of v may be 

computed. A tentative value of 0.02 must be used in first 

solving for v, and may then be corrected and recorrected, as 

explained in Art. 77. 

The equation also shows that in a straight pipe of constant 

section, the loss in head between two points, and consequently 

the drop in piezometer columns, is proportional to the length 

of the intervening pipe. Therefore, if a row of piezometers 

were inserted along the pipe from reservoir to outlet, a straight 

m A 

" "T ^... 

B 




line would join the levels of their water columns. It would 
start (practically) from a point B (Fig. 91) a little below the 
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reservoir level, and run to Q at the outlet. The distance AB 
represents the sum of the velocity head and the head lost at 
entrance ; and the line must run to (7, since the pressure there 
is only atmospheric. This line is commonly known as the 
Hydraulic Chrade Line or Gradient^ and a vertical ordinate 
between any point in the pipe line and gradient will measure 
the pressure head at that point. If the pipe have a consider- 
able length, the slope of the gradient may be approximately 
written 

, = f, ....... (86) 

and slight changes in vertical elevation may be made by gentle 
curves without sensibly changing the gradient from a straight 
line. (This follows from the fact that the length I would still 
remain practically the same as its horizontal projection.) 

If a pipe be laid so that a portion of it comes above the 
gradient, a serious disturbance may result in the flow. At 
any point n (Fig. 92), in the part lying above the gradient, 



Fig. 92. 

the pressure must be less than atmospheric, since the vertical 
ordinate is measured downward to the gradient. If the pipe 
be absolutely air-tight, flow will take place as in the ordinary 
case. If air can gain entrance to the pipe by joints or other 
means, then it will collect at the summit near n and the pres- 
sure wiU approach the atmospheric. If this condition of pres- 
sure be obtained, the gradient will shift to A-O and the 
discharge will be due to the head V. The portion of the pipe 
between and B will act as a channel to carry off the de- 
creased flow from 0, 

The importance of knowing the relative positions of the 
gradient and the pipe line is at once seen. No long pipe line 
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having a small total fall and sensible variations in level should 
be laid in the ground until a gradient is plotted on the profile 
of its course and the absence of "summits" above the gradient 
assured. In pipes where summits do exist, full flow may be 
maintained by placing pumps at these points which shall ex- 
haust the collected air at intervals during the period that flow 
must be maintained. 

The theoretical limit to the distance CD which the pipe 

may rise above the gradient is ^^ or approximately 84 feet. 

The practical limit is much less. If the distance be made greater, 
the pressure tends to become'less than zero and steady flow ceased. 

85. Other Formulae for Flow in Pipes. — Ohezy% Formula. 
For the case of a long pipe, free from losses other than caused 
by pipe friction, we have seen that the law of flow may be 
fairly well expressed by the formula 

. ^l ^ 

This is commonly referred to as the formula of Chezy, although 
it differs somewhat in form from that proposed by him. The 
latter may be obtained as follows : — 

The value of the ratio of the cross-sectional area of a pipe to 
the length of its perimeter is often referred to as its hydraulic 
radius or hydraulic mean depth. Thus if A be the area, and 'p 
the perimeter, we have 

Hydraulic radius = r = — . 

For a circular pipe flowing full, r will be found equal to -, and 

d in the above formula may be replaced by 4 r. (The term 
hydraulic radius or hydraulic mean depth has little significance 
in itself. It should be regarded simply as a name for an oft- 
recurring ratio. If the mass of water present in a pipe be 
imagined as spread out over a plane surface whose area is 
equal to that of the pipe's walls, then the depth of the water 
will be the same as the hydraulic mean depth of the pipe.) 
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By simple transposition the equation how becomes 

and if we replace \-*^ by Q and - by « (see Art. 84), we 
obtain the formula as proposed by Chezy, — 

v^C\l7%. (87) 

Since Q has the value \— J^i it should vary according to the 

same laws as / and depend on the velocity, the diameter, and 
the roughness of the pipe's lining. Experiment has shown 
such to be the case. In using equation (87) values of Q may 
be obtained from Table IX and the relation 



C=V5 (88) 



Exponential Formulce. Not only has experimental work shown 
conclusively that the frictional resistance does not vary 
exactly with the second power of v, but it has also demon- 
strated that the resistance varies inversely as some power of 
diameter, but not the first. It would therefore appear that a 
formula in the form of 

A = *^ (89) 

is more desirable, since for a given pipe (roughness of lining 
and diameter fixed) the value of k would be constant, not 
varying with the velocity. To show the values which A, n, 
and X may have for a particular pipe, Lea cites some experi- 
ments on smooth brass pipes, from which he deduced, 

A =* 0.00296^. . 

The sizes of the pipes were all under 2 in., and the exponent 
of V varied in them from 1.73 to 1.77, so that 1.75 represents a 
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mean value. It is perhaps unnecessary to state that these 
values for A:, /i, and x hold only for the pipes experimented 
upon, or their duplicates. Experiment has shown that both k 
and n vary with the roughness of the pipe's interior surface, 
and that x will vary slightly with both surface and diameter. 
Thus Professor Unwin derived 

A =0.0004^^'*'' 



d 



1.4 



for smooth cast-iron pipes, and 



A = 0.0007 ^ 



1.1 



d 

for pipes with rough interior surfaces. The constants and 
exponents must be regarded, however, as mean values only, 
determined by averaging those obtained from many experiments 
on different pipes. Flamant, Lawton, Reynolds, and others 
have proposed formulae very similar to (89), and furnished 
tables from which the value of the constants and exponents 
may be obtained for varying conditions. The point for the 
student to grasp here is that formulae in this form are probably 
the most satisfactory yet devised, provided we can determine 
the values of k^ w, and x proper for the problem at hand. This 
is a difficult thing to do, since it is impossible to strictly com- 
pare the pipe in question with those experimented upon, and 
say which one it most closely resembles. The wide variance 
among the constants and exponents which have been deter- 
mined by many experimenters is well shown in the following 
formula, which is taken from Lea's excellent and recent (1908) 
work on Hydraulics : — 

, 0.00028 to 0.00069 y^-^^Q^^ I ,Qo^ 



The formula was obtained from a logarithmic plotting of many 
experiments on pipes of different sizes and materials ; and the 
range in values of k and n show the wide variance as found in 
these quantities in the different experiments. Evidently the 
formula has no practical use beyond serving to illustrate this 
variance. 
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One serious disadvantage accompanying the use of these " ex- 
ponential" formulae is their cumbersomeness, their solution 
requiring the use of logarithms. While it is true that they 
more accurately express the laws of flow than does the simpler 
Chezy formula, the uncertainty attending the selection of 
proper values for the constants and exponents results in errors 
probably as large as found in the Chezy formula. 

Hazen and Williams have proposed an exponential formula, 
based on Chezy's in its original form, which for practical pur- 
poses appears to be the best yet devised. They write 

t;=(7/-«^««^0.001-«^ (91) 

and the particular advantage which this formula offers is that O 
is very nearly constant in value for a fixed degree of roughness. 
It was pointed out in the first of this article that O in the Chezy 
formula varied in value, not only with the roughness of the sur- 
face, but with the velocity, the diameter, and the hydraulic 
slope. If the exponents of r and s could be given values which 
were in agreement with facts, then O ought to vary only with 
the degree of roughness. It is quite impossible to do this, how- 
ever, since the exponents are found to vary with the surface, 
the diameter, and the slope. By using values, however, which 
represent the average conditions, the value of for a given sur- 
face will vary so little as to be practically constant. The expo- 
nents used by Hazen and Williams were obtained from a careful 
study of the best experiments on such kinds and sizes of pipes as 
are commonly found in water works construction. The last 
term of their formula, .001 ■^•", is a constant introduced simply 
to make the value of O the same as in the Chezy formula. 

The formula is unwieldy and would be difficult to use were 
it not that its authors have devised a slide rule which makes a 
solution easy and rapid. They also publish a set of " Hydraulic 
Tables" in which are given values of O for a wide range of con- 
ditions, and also convenient tables from which v and Q may be 
quickly taken for assigned values of d and 8. 

86. The Venturi Meter. — This device, invented by Herschel 
in 1887 and named by him after the distinguished philosopher 
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who experimented with diverging tubes, has for its object the 
measurement of the rate of flow in pipe lines. It is extremely 
simple in form and detail, consisting merely of two frustums 
of conical tubes joined by a short cylindrical section and in- 
serted in the pipe whose flow is to be metered (Figs. 93 and 94). 




Fig. 93. 



Pressure gauges, fitted to the main pipe at A and to the 
"throat" of the meter at 5, measure the pressure heads at these 




Fig. 94. 



points and complete the apparatus in its essentials. Flow 
takes place in the direction indicated by the arrows, and the 
theory of its operation is as follows: Between the points m 
and n (the pipe being horizontal), Bernoulli's Theorem shows 
that 






w 



2g ' w 'Ig 
provided no loss in head occurs between the two points. If a^ 



THE VENTURI METER 125 

and ^2 represent the areas of the sections which contain the 
points, we may also write 

Q Q 

from which v. = — and v„ = ~ . 

These latter values substituted in our first equation give 

Q^-^^^2g(Pl-P2\ . . . (92) 

To allow for the loss by friction occurring in the converging 
section, it is customary to introduce a coefficient c in equation 
(92) and determine its value by experiment. For any partic- 
ular meter the equation may then be written 



Q=-kJPi^P2 (93) 



W W 



h being assumed a constant for the meter. For large meters 
experiment indicates that this assumption involves little error. 
With small meters passing small quantities of water, k varies 
with the velocity. 

Figure 94 shows a sectional view of a Venturi meter as com- 
monly constructed. The converging portion is comparatively 
short, its length varying from 2 to 2 J times the diameter of the 
main pipe. In this portion the loss is therefore very small, 
depending on the diameter, the material of the meter, and the 
velocity of flow. The throat of the meter usually has a diam- 
eter \ that of the main pipe, so that the velocity through it is 
9 times the pipe velocity. The diverging portioji is made grad- 
ually expanding in order that the loss in head due to decrease 
in velocity may be small. Experiment has shown that, for a 
given head, the discharge from a diverging tube will be a maxi- 
mum when the angle of divergence is about 5**. Herschel 
reasoned, therefore, that a tube having this flare would cause 
the least loss in head for a given discharge, and designed his 
meter accordingly. 

That the value of the coefficient c is fairly constant for large 
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meters may be seen from the results of Herschel's experiments 
on meters fitted to 12, 48, and 108 inich pipes. Within the limit 
of ordinary use he found the coefficient ranged between 0.94 
and 1.00, and a majority of the values were found to lie between 
0.97 and 0.99. Professor Coker, in some similar experiments 
on a small meter haying a throat area of 0.0144 sq. ft., found 
that for small flows the coefficient was very variable, ranging 
from 0.95 to 1.36. It is probable that for low velocities through 
small meters the discharge is not proportional to the square root 
of the head, as equation (92) would indicate. Hence the 
variance in the coefficient. 

For measuring large quantities of water flowing in pipes, the 
Venturi meter is at once the simplest and most accurate method 
available. With a meter that has been carefully rated, the 
probable error in computing the discharge should be less than 
1 per cent. 

In installing the meter for use on pipe lines where it is desired 
to keep a continuous record of the rate of flow, arrangement is 
often made whereby the difference in pressure he'ads, or even 
the quantity flowing, may be registered by a stencil on a 
cylindrical record actuated by clock mechanism. 

87. The Pitot Tube. — This device, invented by Pitot in 1732, 
is essentially an instrument for measuring the velocity at a fixed 
point in a moving stream. In its simplest form it consists of a 
small tube having its lower end bent through 90% so that it may 

be placed in the stream with its open 
end turned directly against the cur- 
rent, as shown in Fig. 95 a. The dy- 
namic pressure against the orifice 
causes a head A to be maintained 
above the free surface of the water. 
If the tube be turned so that the 
plane of the orifice is parallel to the 
direction of the stream lines, the 
pressure on the orifice is static only, 
and the level of the water in the 
tube is very closely that of the free 
stream surface (Fig. 95 6). The theoretic relation between h 
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and V for the first position is that ordinarily stated between 
head and velocity, 

h = f (94) 

Although an analytical proof for this is not possible, it seems 
logical to believe that, inasmuch as a head h will produce a 
velocity r, a stream with velocity v will maintain a head h by 
reason of the dynamic pressure it can furnish. Ample experi- 
mental proof of the -above relation is furnished by the ex- 
periments of W. M. White, published in the Journal of the 
Association of Engineering Societies^ August, 1901. Mr. White 
caused a vertical jet, from an orifice located in the horizontal 



^^ 



h 




Fig. 96. 



floor of a reservoir, to fall upon a flat circular plate placed at 
right angles to the jet (Fig. 96). Through the plate were 
drilled numerous holes, each one being connected with an open 
piezometer placed vertically. One of the latter is shown in 
the figure, connected with the hole that is under the central 
portion of the jet. In this piezometer the water stood at prac- 
tically the same elevation as in the tank, showing that the 
dynamic pressure produced on the plate at the point where the 
piezometer was attached was just sufficient to sustain a column 
of water to a height equal to that through which the water in 
the jet had fallen. Since this height was the velocity head in 
the jet at the point where it met the plate, the truth of the 
above-stated relation seems apparent. 
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The first Pitot tubes were used in open channels and their 
form did not differ much from that shown in Fig. 95. Darcy 
improved the tube by making it conically convergent and 
adding a second tube having its point directed downstream 
(Fig. 97). In this the water stood at a lower level than the 
surface of the stream, and the difiference A between the heads 
in the two tubes was used to determine v. For this form of 
tube it was necessary to write 

A-^S^ W 

and to determine e by experimental rating of the tube. This 
was done by drawing the instrument through still water at 
known velocities and measuring the ob- 
served heads. Figure 97 shows the two 
tubes joined at their upper ends and fitted 
with an air-cock, a. This could be closed 
after the water in the tubes had found its 
levels, and the whole apparatus removed 
from the stream to more carefully meas- 
ure A. A modification of Darcy's tube had 
the second point turned until its orifice lay 
in a plane parallel to the stream's motion. 
Theoretically the relation, v = VtTgh should 
have held good for this tube, but it was 
found that a coefficient was necessary as 
in equation (95). The coefficient varied 
widely with the construction of the tubes, 
and it was thought at the time that the form of the velocity 
point was largely responsible for this. 

Although Darcy and Bazin have shown that, with proper 
care, the Pitot tube may be made to give excellent results when 
used in open channels, it has been but little used for that pur- 
pose. In 1888 Freeman used it to measure the velocities in 
the different parts of the cross-section of jets from fire nozzles, 
and there, too, it gave results which were highly satisfactory. 
It is very interesting to note that the orifice of his tube was 
formed from the point of a stylographic pen, having an open- 
ing of about 0.006 of an inch in diameter. 




Fig. 97. 
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Recent experiments in this country have shown that Pitot's 
tube is well adapted to determining the velocity at any point 
in a closed pipe. Since, in this case, the velocity column has 
its height affected by the pressure in the pipe, it is necessary 
that a second tube be used to measure the pressure head. 
From the observed head in the other tube may be subtracted 
the pressure head to obtain that due to velocity alone. 

Williams, Hubbell, and Fenkell used Pitot tubes, designed 
on this principle, in their well-known experimental work on 
the water mains of Detroit, in 1898, and developed a very 
ingenious and practical form of tube which may be inserted in 
the side of a pipe by means of a stuffing box tapped into it. 
Through the stuffing box the tube is free to move, thus allow- 
ing its orifice to be set at any desired point on the pipe's diame- 
ter. In order to more accurately measure the difference in 
head in the two tubes, they connected the water columns with 
a differential oil gauge of the type described in Article 14. 

Mr. Cole, in his Pitometer, has used the Pitot tube as a con- 
tinuous meter by causing the difference in head, as indicated 
by the differential gauge, to be recorded continuously by photo- 
graphic means. * 

In 1901-2 experiments were conducted by Gregory, Maltby, 
and White with a view to determining what effect various 
forms of velocity and pressure openings have upon the reduc- 
tion coefficient in formula (95), and seeing if it were not possible 
to design a form of tube that should have a constant, coefficient 
of unity. Without relating in detail the various experiments, 
references to which appear at the end of this chapter, it may 
be said that Mr. White proved conclusively that the form of 
the impact point has little or no effec.t on the coefficient of the 
tube, and that velocity head is changed into pressure head 
according to the law v = VWffhy provided the impact surface 
surrounding the point is a surface of revolution having its axis 
parallel to the direction of the stream's motion. Messrs. 
Gregory and Maltby succeeded in designing a tube which, 
judged from their experiments, seems to have the desired con- 
stant coefficient of unity. At its lower end it consists of a 
long, slender tube drawn to a point of the proper size to admit 
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a very small tube, which is brazed into the larger one, forming 
the impact or velocity opening (Fig. 98). The small tube 
runs through the larger to its top and there connects with a 
pressure gauge, preferably of the oil differential type. The 
outer tube has three small openings in its side, spaced about 




Fig. 98. 

equally around the circumference, forming the openings for the 
pressure head. The top of the outer tube is also connected to 
the differential gauge. 

Of the many forms experimented with, this tube alone seemed 
to possess the desired properties, and it was clearly shown that 
the usual variance in coefficient was due to incorrect design of 
the pressure openings rather than to the shape of the impact 
point. To obtain a correct pressure column it is necessary 
that no suction due to eddies or deflected water occurs at the 
pressure opening, since this would tend to decrease the pressure 
head and cause an obseryed velocity head greater than that 
existing in the moving stream. The fact that the coefficient 
used in equation (95) has for most tubes been found to have 
a value greater than unity, thereby leading to the incorrect 
assumption that the true relation between velocity and head 
should be v^ -*- ^ = A, may be thus explained. 

When properly used the Pitot tube is a most valuable and 
accurate device for measuring velocities in closed channels, and 
in the hands of an expert should give results only exceeded in 
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accuracy by those obtained from the weighing tank. It should 
not be left unsaid, however, that, any form of tube should, for 
reliable work*, be carefully calibrated before use. To do this, 
it may be moved at known velocities through still water or 
placed in a pipe or stream whose velocity of flow is known. 
Williams used both methods in his Detroit experiments and 
found a difference in the coefficient thereby obtained. This 
would indicate that it is essential to rate a tube under con- 
ditions as nearly like as possible the conditions under which it 
is to be used. It is possible that the form of Williams' tube 
may have had something to do with the difference obtained, 
but further experiment is necessary to settle this point con- 
clusively. 

88. Variation in Velocity at a Cross-section. — So far in our 
work we have assumed that the velocity of the particles passing 
a section is the same at all points in the section. We have seen 
that this is merely an assumption, and that, on account of 
friction at the sides, the velocity decreases markedly from a 
maximum at the center to a minimum at the sides. Much 
experimental work has been done to ascertain the law which 
governs this variance, but, so far, it has not been definitely 
established. The usual method of procedure has been to use 
Pitot tubes (Art. 87), and measure the velocity at different 
points along a diameter. Under normal conditions of steady 
flow in a straight pipe, these velocities, if plotted from a refer- 
ence line, ah (Fig. 99), should lie on a smooth curve, such as 
ede. From a study of such a ^ ^ 

plot it would then be pos- ^^^^^^^^^^"""Sgr^^^^^^^ 

sible to determine the nature — t^rrii/'^^rrjZi-_7r_Jr.^j 

and equation of the curve. — y|_rz H-" " "T ] -"^ 

The practical difficulties en- ~ -L"^ T ^*'Z 
countered are the irregular- —^^ ^^^^^ ^ 



ities found in the curves, due b e 

to errors in observation, and ^^^' ^* 

to pulsations in the flow, and the impossibility of making a 

measurement at the extreme edge of the pipe. 

Darcy believed, as a result of his work on pipes ranging in 
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diameter from 7.8 to 19 inches, that the curve typical of the gen.- 
eral case was a parabola with vertex at the pipe's axis. Assum- 
ing this to be so, we may deduce a relation between the center 
velocity v^ and the mean velocity v^ for the entire section. 

From Fig. 99 it may be seen that the amount of water passing 
the section each second is represented by the solid generated 
by rotating the figure aedeb about fd as an axis. Its volumo 
may be divided into two parts, ^ one a cylinder aeeb^ and the 
other a paraboloid ede. The voliune of the cylinder is ttA, 
and of the paraboloid, ^ wr^ (v^ — v,), since the volume of a 
paraboloid is one half that of the circumscribed cylinder. If 
we divide the total volume of the solid by the area of the pipe, 
we obtain 



Experiments indicate that the value of the surface velocity is 
about one half that at the center, so that we may write 

v^=0.75v, (96) 

If it were true that the parabola defines the curve of velocities, 
the placing of a Pitot tube at the center of a pipe would permit 
v^ to be at once calculated by this formula. 

Recent experiments would indicate that the curve of veloci- 
ties is more nearly an ellipse to which the sides of the pipe are 
tangent or nearly so. This is the conclusion of Bazin and also 
of Williams, Hubbell, and Fenkell. Bazin worked with a ce- 
ment pipe 2.73 feet in diameter ; and the latter three made their 
n^easurements on the cast-iron water mains of Detroit whose 
diameters were 12, 16, 30, and 42 inches. On the basis that the 
ellipse best represents the curve of velocities, and remembering 
that the volume of an ellipsoid is two thirds that of the cir- 
cumscribed cylinder, we may obtain, by the method followed 
previously for the parabola, a value for v^ of 

TTf^Vg + 2 Trr^ (Vc — Q 
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Assuming as before that Vc=^ 2 v„ we obtain 

v^ = 0.83 v^. . , 



(97) 



0.84 v^ and 



The Detroit experiments indicated the relation v, 

.this value was found to hold good for all the sizes experimented 

upon. Other experiments on pipes of smaller size seem to show 

a slight decrease in the ratio with decrease in diameter, but this 

is not certain. 

• 

89. Pipe Line with Nozzle. — The combination of a nozzle 
and pipe line is very common in engineering practice, the effect 
of the nozzle being to deliver the water at a higher velocity than 
would otherwise be obtained. Figure 100 illustrates the general 
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case, the water being supplied to the pipe from a reservoir. 
If we apply Bernoulli's Theorem to the points m and w, we obtain 



A = 



2g 






)' 



D^9 



+ 0.5^ + /^^- + (^-l)^. 



^^ 



V2 

■^9 



(98) 



the last term representing the head passing through the nozzle 
(Art. 54). In tliis equation appear two unknowns, v and v^, but 
a relation between them being given by 



2)2 



r. - 






(99) 



a solution for either of them is possible. 

Inasmuch as the velocity in the pipe is less than in the issuing 
jet, the pressure at the point of entrance to the nozzle must be 
greater than that due to atmosphere. Evidently the velocity 
of the jet will increase with the pressure at the base of the 
nozzle, and this latter will be a maximum when the velocity in 
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the pipe (and consequently the head lost by friction) is a mini- 
mum. This requires that the diameter of the pipe be as large 
as possible compared with that of the nozzle opening. In prac- 
tice there are found problems which demand that the velocity of 
the jet be a maximum. More often, however, as in the case of 
a power wheel, it is necessary that the amount of energy fur- 
nished by the stream be a maximum. Since the energy is 
wholly in kinetic form, its value, for a stream having a cross- 
sectional area a and moving with a velocity v, is 



K.E. = :^ = 



waifi 
2^' 



If the nozzle area be increased, the amount of water discharged 
will be increased also, but the velocity of the jet will be dimin- 
ished. The kinetic energy being a function of the quantity and 
velocity, it would appear that a maximum amount of energy 
will be obtained from the stream for some definite ratio of 
nozzle to pipe area. This ratio may be found as follows: If 
we neglect the slight loss at entrance and that occurring in 
the nozzle, the velocity of the jet as found from (98) and (99) 
will be 



v = 



••. K. E. = 



wav 



2gA 



8 62.5 TTcP 



J 



2^ ig 



Ml 



1 + 



fi± 



which may be written 
K. E. = 




.K^[l^t^ 



To find the value of d which shall make K. E. a maximum, we 
have only to put the first derivative of K. E., with respect to 
d^ equal to zero and solve for d. Thus, — 
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'0, 



dd L -^J 2 L ^ D^J -D* 

from which 

^-<^ (^'"'> 

In using this equation a tentative value of / must be assumed 
and d found approximately. With this value of d the velocity- 
may be computed and a closer approximation to / obtained. 
This operation may then be repeated if necessary. 

It is worth noting that, under the conditions implied in 
equation (100), it can be easily proved that the head lost in 
pipe friction will be 

Lost head = . 

d 

The student should make no mistake in the interpretation of 
this statement or of equation (100). Given a specified diam- 
eter of pipe, the kinetic energy in the jet will be a maximum 
under the stated conditions. A larger amount of energy, how- 
ever, may be developed from the same nozzle by using a larger 
pipe than specified. In practical power development the limit- 
ing size of pipe is reached when further increase in diameter 
causes an additional outlay, the interest of which will exceed 
the returns from the sale of the increase in power. 

It is well for the student to note that in any case where an 
economical use of the total available head is desired, the pipe 
line should be free from abrupt changes either in section or 
direction. 

90. Branching Pipes. — (1) The Problem of Three Reservoirs. 
Figure 101 shows a problem which sometimes arises in the design 
of water supply systems. A high level reservoir is to supply 
two others at lower levels by means of a main and branches. 
Given the length and diameter of each pipe and the levels of 
the junction and the reservoirs, it is desired to find the rate of 
discharge into the reservoirs. 

It was pointed out in Art. 82, equation (81), that in the case 
of long pipes the loss by friction is so nearly the entire head A, 
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on the discharging end, as to permit the law of flow to be 
represented by 

without incurring an error larger than is apt to result from the 
selection of a proper value for/. 




Fig. 101. 



We may therefore apply this equation to the flow in the pipes 
AD^ DBy and 2) (7, obtaining respectively, 






(1) 

(2) 
(8) 



Since there are four unknowns appearing in these equations, 
—1 ^1, ^2' *"^ ^8' ^ fourth equation must be had for solution and 
this is furnished from the equation of continuity^ — 

^1^1 = ^2^2 + HH' • • • (4) 

The solution involves the use of tentative values for/, which 
may be more closely found from the resulting values of Vj, Vg, 



and Vi 



z- 



The addition of (1) and (2) results in 
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Similarly the addition of (1) and (3) gives 

which with (4) and (5) enables the flow in each pipe to be 
found. 

It is to be noted that the above solution depends on the 
assumption that the flow is from reservoir A to both B and 0. 
A little thought will enable the student to see that the dimen- 
sions of the pipes and the levels of the reservoirs might be so 
arranged that the intermediate reservoir at 5 would discharge 
through DB instead of being filled by it. If the pipe DB is to 
deliver water to the reservoir B, its gradient must slope in that 
direction, and this requires that the pressure head at the junc- 
tion be such that f^o + ^j >^2' ^M^o+^j J^^* equals Zy 
then the water in BB will have no movement. If ( z^ -f-^ j <22 

the flow must be from B to 2>. In any problem, therefore, 
where the level of B is higher than the junction, it is necessary 
to first determine the direction of flow in BD. This may be 

done by assuming that (^o+^j J^^* equals z^^ so that in this 

pipe no flow occurs. We may then compute, for the resulting 

value of =2, what the quantities Qi and ^3 would be [equation 

(1) and (3)]. If ^3 is found larger than Q^^ it means that 
flow must be from B to 2>. For, assuming the reverse to be 
true, the grade line for BB would slope as shown in Fig. 101, 

under which condition the actual value of ^ would be greater 

than assumed, and ^3 would be increased while Q^ would be 
diminished. With Q^ larger than Q^ by the first assumption, 
and the difference in amount increased by the second^ it can be 
seen that the second is not possible, since it implies ^1= ^2+ ^8' 
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Similarly, if on the first assumption Qy^ is found larger than ^g, 
it means that the flow is from D to B. Having thus deter- 
mined the direction of flow in DB^ the discharge from DB and 
DC may be obtained by the use of the equations previously 
given. A method which seems preferable to this, however, 
because of its shortness, is as follows : The direction of flow 

having been determined, a value for ^ may be assumed that 

w 

will give a slope to the grade line of DB consistent with the 

found direction. Equations (1), (2), and (3) then serve to 

give ^1, Q^ and ^3, and Q^ should equal ^2+ Qz or ^1-1-^2= ^8 

according as the flow is into or from B. Assuming that Q-^ 

should equal Q^ + Q^^ but is found to be greater than Q^ + Q^^ 

then the value of ^ has been assumed too small and must be 
w 

modified to give the desired relation. Although seemingly a 
laborious method, it will be found that two or three trials will 
give a satisfactory solution and the time required will be less 
than that required to solve equations (4), (5), and (6) simul- 
taneously. 

This problem may be extended to any number of reservoirs 
and solved as above. 

(2) Problem of the Siamesed Pipes. This problem is illus- 
trated in Fig. 102, which shows a high-level reservoir connected 
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Fig. 102. 







with a lower one by means of a pipe line whose lower portion 
consists of two pipes, of diameters d^ and d^^ laid side by side, 
and entering the reservoir at the same level. Given the diame- 
ters and lengths of the pipes, also the difference in reservoir 
level, it is desired to find the rate of flow in the different pipes 
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of the system. Assuming that all the head is lost in friction, 
we have, for the pipe AB^ 



and for BQ 
while for BD 






The addition of (1) and (2) results in 
and (1) and (3) give 



'' dig •' d^lg 



These two equations contain three unknown velocities, but a 
third equation is furnished by the relation 

av = a^v^ 4- a^v^. 

The solution is then possible. 

It fifhould be noted that the head lost by friction in J? (7 is the 
same as in BD [see (2) and (3)]. If the total loss in head 
between reservoirs be desired, it will be the loss in AB plus 
the loss in one of the branch pipes. In case it is diflBcult 
for the student to see that this is so, let him bear in mind 
that while in each of the branch pipes a certain head is lost, 
this loss is experienced only by a portion of the total quantity 
flowing between reservoirs. 

If the branch pipes have the same diameter, then only two 
velocities are unknown and two equations will suffice. These 
are 

and 

av = 2a^Vy 
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(3) Problem of Divided Flow. — A common arrangement of 
piping is that shown in Fig. 103, where, for purpose of dis- 
tribution, a main line is tapped by a smaller pipe which later 
returns to the main. Assuming that no water is drawn from 
the main or branch between B and U and that the draught at 




F^ and beyond, causes the grade line at that point to lie <ht a 
distance S below the reservoir level, we may proceed to find 
the velocities of flow in the different pipes as follows. Since 
the terms head and energy per pound of water flowing are 
synonymous (see Art. 37), we may write as an expression for 
the total energy lost between A and -F, 

^- <,^,^ 'v.^g' ^>f.'i/,+ '^.^.^ 

in which W is the weight of water flowing per second in the 
system, and F^ and W^ the respective weights flowing in BDE 
and BCF. Next it should be noted that the heads lost in 
BBE and BCFsiTe equal, each pipe having a common pressure- 
head at B and J?, and consequently the same fall in their 
hydraulic grade lines. This gives 

-^^'^'d,¥-g' 



fZl. 



L v^ 



and if for/3-i -^ we substitute from this relation in the pre- 

^8 ^ ^ . , 

vious equation and divide the result by W (remembering that 

T^== 1^2+ TTg), we obtain 



(a) 
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This equation for lost head might at once have been written 

had it been clear to the student that the total head lost between 

B and E was that lost in one of the pipes and mot the sum of 

the heads lost in both pipes. To obtain v^, Vj, and v^ from this 

equation, it is necessary to have other equations, and these are 

furnished by the relations 

ayV^ = a^v^, • (6) 

ayV^^a^v^-^a^v^ (<?) 

The solution of these four equations simultaneously gives the 
desired velocities. Using the relations given in (6), (t?), and 
(d), equation (a) may be written 

in which t?^, Cj, c^ and c^ have replaced the more cumbersome 
ratios, f^k, /2^,etc- 

In the first solution of this equation it is necessary that an 
average value for the different friction factors be assumed and 
afterward corrected according to the resulting velocities. 

(4) Main Line with Laterals. — Whenever a pipe line be- 
comes the main of a distributing system, the laterals of which 
lead from the main at irregular intervals along its length, a 
very complicated problem arises in computing the necessary 
size for the main so that the pressure will not fall at any point 
below a stated amount. A solution anything more than ap- 
proximate is impossible unless all the data concerning the sizes 
of the laterals and the amounts of their maximum simultaneous 
withdrawals are known. As these are generally unknown, the 
following rude approximation may be made. Figure 104 shows 
such a main line supplied with water from a reservoir A. In 
the upper portion AB of the main there are no laterals, and the 
assumption will be made that from the point B to the end of 
the pipe at O the laterals are spaced equidistant on the main 
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and draw equal quantities of water from it. At Q the main 
is dead-ended. The assumption of equal draught by the 
laterals causes a uniform reduction in velocity in the main 




^^^^^ 



Fig. 104. 



between B and (7, the velocity at G being zero. In the portion 
AB the velocity is v and is constant. Below the pipe is 
sketched a shaded area to represent the variation in velocity in 
the main. It will be seen that at any point m, distant x feet 
from (7, the velocity is 

X 

*i 
The lost head occurring in a dx length of pipe at this point 
would be 

T xj ^dx'fi a? 

L/.Xl. = r -— - -rz -r — • 

d J\2g 

To find the total head lost between B and C we may integrate 
the above expression with x a variable whose limits are zero 
and Iv 



There results, 

Head lost inBC^\(fll J^\ 
3\ a "IgJ 



or the amount lost is one third that lost in an equal length of 
main containing no laterals. For the head lost in the entire 
main we have 

It will be noted that/ is not constant for the total portion BO 
and whatever value is assumed for it will therefore be an ap- 
proximation. In actual design, however, this need cause no 
serious error, since liberal allowance has to be made in choosing 
a value for/ to provide for deterioration of the pipe. The 
lost head as given by the last equation may be subtracted from 
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the static head on the end of the pipe to give the pressure head 
at that point. Since the general requirement is to find the 
diameter of pipe necessary for fixed values of pressure head at 

4 

and quantity Q^ we may substitute for v its equal, — ^, ob- 

taining for d 



-#4) 






As stated above, results obtained by the process of reasoning 
just given will be approximate only and should be modified to 
meet the peculiar conditions of each problem. 

PROBLEMS 

Note. — In the eolation of the following problems, the yalae of ^ if not 
given, should be determined on the basis of clean cast-iron pipe. 

1. Determine the amount of fall to be given a 16-in. pipe line, 2000 ft. in 
length, in order that its discharge may be 10 cu. ft. per second. 

2. Two reservoirs, with a difference in level of 90 ft., are connected by 
2 miles of 15-in. pipe. Calculate the head lost in friction and the amount 
discharged. 

3. A pipe line consists of two sections, one 500 ft. long and 12 in. in 
diameter, the other 1200 ft. long and 18 in. in diameter. If the change in 
section is abrupt and the amount discharged be 3 cu. ft. per second, find the 
loss in head in each section dne to friction and the loss resulting from sudden 
enlargement of the pipe. Plot the hydraulic grade line. 

4. Compute the diameter of pipe necessary for discharging 1500 gal. of 
water per minute, the pipe being 1000 ft. long and its discharging end 4 ft. 
lower than the surface of the reservoir supplying it. 

5. The pressure head at one point in a 12-in. pipe line is 50 ft. At a 
point 1000 ft. beyond, in the direction of flow, the pressure is 20 lb. per 
square inch. If the discharge is 5 cu. ft. per second, and 2 ft. of head is 
lost at intervening bends, what is the slope of the pipe? 

6. What head would be required for an 8-in. pipe line, 3000 ft. long, 
leading from a reservoir and terminating in a 2-in. nozzle, the required dis- 
charge being that corresponding to a velocity of flow of 6 ft. per second in 
the pipe ? Assume velocity coefficient for nozzle at 0.95. 

7. At a distance of 2000 ft. from the supplying reservoir, a 12-in. pipe is 
140 ft. lower than the reservoir surface. How much water can be allowed 
to pass through the pipe (the entire length of which is much greater than 
2000 ft.) without reducing the pressure at the point in question below 50 lb. 
per square inch? Assume /= 0.02. 
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8. A level pipe line is abruptly enlarged from 4 to 8 in. in diameter. 
The velocity in the 4-in. pipe being 16 ft. per second, how much energy is 
wasted in heat at the enlargement ? If the pressure head in the 4-in. pipe 
is 50 ft., what will it be in the 8-in. ? 

9. An 18-in. pipe is discharging 3000 gal. per minute. At a point 1000 ft. 
from the supplying reservoir the center of the pipe is 80 ft. below the reser- 
voir surface. What pressure, in pounds per square inch, is to be expected 
there during flow ? 

10. Water flows through a 24-in. pipe 5000 yd. in length. At 1000 yd. 
it yields up 800 cu. ft. per minute to a branch. At 2800 yd. it yields up 
400 cu. ft. per minute to a second branch. At 4000 yd. It yields up 600 cu. 
ft. per minute to a third branch. The delivery at the end is 500 cu. ft. per 
minute. Find the head absorbed by friction. 

11. Reservoir A is at elevation 1000 ft. Thence an 8-in. pipe line leads 
3000 ft. to elevation 800, at which point it branches into two lines : a 6-in. 
line running 2000 ft. to reservoir B, elevation 850, and a 6-in. line running 
1000 ft. to reservoir C, elevation 875. At what rate will water be delivered 
to each reservoir? Assumey*= 0.02. 

12. A 12-in. pipe, 8000 ft long, is connected with a reservoir whose sur- 
face is 250 ft. above the pipe's discharging end. If for the last 4000 ft. a 
second pipe of the same diameter be laid beside the first and connected to 
it, what would be the increase in discharge? Assume/ = 0.02. 

13. Assuming the data of the preceding problem, find the increase or de- 
crease in discharge resulting from inserting in the original pipe line a sec- 
tion of 18-in. pipe 2000 ft. long. (Note that no restriction is made regard- 
ing the location of the enlarged portion.) Loss by sudden change in section 
may be neglected, and / assumed equal to 0.02. 

14. A pipe 30,000 ft. long and 6 ft. in diameter supplies 10 nozzles with 
water from a reservoir whose level is 507 ft. above the nozzles. Each nozzle 
has an opening of 6 sq. in. and a coefficient of discharge and velocity of 0.95. 
Assuming/ to be 0.017, find the aggregate horse power available in the jets. 

15. How many horse powers are l>eing transmitted through a 3-in. pipe in 
which the velocity of flow is 15 ft. per second and the accompanying gauge 
pressure 40 lb. per square inch ? 

16. A 2-in. nozzle is attached to a 6-in. pipe line. Pressure at the base 
of nozzle during flow is 60 lb. per square inch. The coefficient of discharge 
of the nozzle is 0.90. With these data compute the horse power of the jet. 

17. At what rate in horse powers is energy being transmitted past a cross- 
section in a pipeline 24 in. in diameter, where the mean velocity is 10 ft. per 
second and the gauge pressure 50 lb. per square inch ? Supposing the pipe 
to terminate just beyond the gauge in a nozzle whose coefficient of velocity is 
0.97, what will be the corresponding velocity of the jet? 
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18. Find the maximum power to be transmitted by water in a 36-in. 
pipe, the metal being IJ in. thick, the allowable stress 2800 lb. per square 
inch, and the velocity of flow 1 ft. per second. If the pipe is IJ miles in 
length, find the loss of power. 

19. The tip of a Pitot tube being placed at the center of a 24-in. pipe, 
the difference in height of the velocity and pressure columns is found to be 
22.3 in. On the assumption that the curve of velocities is an ellipse, 
and that the surface velocity is one half that at the center, compute the dis- 
charge from the pipe. Coefficient of tube, 0.91. 

20. A fire engine with a 12-in. pump cylinder supplies water to a nozzle 
through 500 ft. of 3-in. hose. What horse power at the pump will be nece&> 
sary to maintain a stream of water having a velocity of 75 ft. per second 
with the nozzle held 30 ft. above the pump cylinder? The nozzle has a 
diameter of IJ in. at the tip and a coeflBcient of 0.90. The value of / for 
the hose may be assumed at 0.017. 
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CHAPTER IX 

FLOW IN OPEN CHANNELS 

91. Diirisions of the Subject. — The term "open channer' is 
here used to include not only natural streams and all artificial 
canals, but also all forms of closed conduits, aqueducts, and 
pipes which flow only partly full. A distinct difference be- 
tween such channels and a pipe flowing full is that the latter 
depends upon an external head for the production of flow, while 
the former depends solely upon the slope given to it. 

The analytical treatment of open channel flow is more diflS- 
cult and unsatisfactory than the flow in pipes because of the 
wide range in the conditions which present themselves. A 
pipe is generally circular in form and the roughness of its lining 
is the chief variable. With an open channel not only is there 
found to be a wide variance in the nature of the lining, but also 
the form of cross-section may be of an almost infinite variety of 
shapes and may change from point to point even in the same 
channel. Under these circumstances it can be readily seen that 
it is exceedingly difficult to derive a formula for flow that shall 
be perfectly general in its application. Indeed it has so far 
been impossible to do so, and there is little or no likelihood of 
such a formula being discovered. 

Broadly viewed, all problems of open channel flow may be 
classified under the following divisions : — 

1. Flow in Artificial Channels. 

(ja) Uniform Flow. 
(J) Non-uniform Flow. 

2. Flow in Natural Channels. 

92. Artificial Channels, Uniform Flow. — This is the case with 
which the engineer has mostly to do. The assumption of 
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steady flow is made so that the quantity of water passing any 
transverse section of the stream is constant. To make the flow 
uniform^ the mean velocity of flow past such a section must be 
the same for all positions of the section. This necessitates 
that the cross-sectional area of the stream be constant through- 
out its length, so that along any longitudinal section the water 
must have a constant depth. The surface is therefore parallel 
to the bed, both having some angle of inclination a with the 
horizontal. We shall speak of this inclination as the Blope of 
the channel and express it as 



asr: 



? 



(101) 



h being the vertical fall in the 
length of channel 7, and s the sine 
of a (Fig. 106). In any cross- 
section ABCD (Fig. 106), that 
part of the channel lining which 
comes in contact with the stream 
is known as the wetted perimeter 
and has the designation p. The 
hydraulic radius or hydraulic mean depth is therefore (Art. 86) 




Fig. 105. 



r =- 



P 

With the above assumptions made, we may regard the water 

between any two sections, A-B and E-F (Fig. 106) as a solid 

prism having a uniform motion down 

the inclined trough of the stream. 

The forces producing or hindering 

motion are its weight AwU the end 

pressures P^ and P^^ and the frictional 

resistance R offered by the sides of the 

trough (Fig. 107). The forces P^ and P^ must be equal, 

since they represent the pressures on two equal areas under the 

same pressure head. Since they are opposite in direction, we 

need not consider them. The component of the prism's weight 
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Fig. 107. 

TF, along the line of motion, being Awl • sin a and the motion 
being uniform^ we have 

Awl • sin a — ^ = 0. 

If F represents the value of the frictional resistance per unit 

area of rubbing surface, so that R = F x pl^ the above may be 

written 

XT Awl 'Bin a ^r /-iaox 

jP — Qj. ^ — ^^g^ ^ ^ ^ (102) 

pi 

Our knowledge of fluid friction, as outlined in the previous 
chapter (Art. 76), shows F to approximately equal some function 
c of vK If then we replace F by ev^ and solve for v, we obtain 

v=CV7s, (103) 

in which O has replaced ^— . This formula is known as Chezy's 

formula, being identical with the one deduced in Art. 85 to 
express the law of flow in pipes. At first glance the two for- 
mulae would seem to differ as, in the case of the pipe, « repre- 
sents the slope of the hydraulic grade line, while in the open 
channel it represents the slope of the bed or of the stream's 
surface. For the open channel the grade line lies in the 
stream's surface, since the latter would mark the heights of all 
open piezometer columns which might be placed in it. The two 
formulae are, therefore, identical. 

In the derivation just given all fairly rational treatment of 
the problem ceased with the assumption thtit F=cv^. This 
relation we have seen to be only an approximate one. If it 
were strictly true, C in Chezy's formula would be constant for 
any particular channel, varying only with the roughness of its 
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lining. Experiments show that this is not the case, and that 
C varies also with the slope and the hydraulic radius; and that 
it may be made approximately a constant by giving to r and 9 
fractional exponents which are more closely in agreement with 
facts than is the exponent one half. Thus has it been proposed 
to write 

and considerable work has been done by experimenters toward 
determining proper values for x and y. The chief difl&culty 
arising in the use of the formula lies in the fact that every 
channel differs more or less from any other, and consequently 
has values of its own for x and y. It is necessary, therefore, 
that we have at our command complete tables showing the 
varying of x and y with the nature of the channel, and up to 
the present time experimental data are not sufficient for the 
purpose. So far the bulk of reliable experimental work has 
been directed toward determining the value O in the Chezy 
formula, and a brief outline of the more important of these 
investigations will now be given. 

93. Determination of C by Ganguillet and Kutter.— In 1869 
Messrs. Ganguillet and Kutter made a most comprehensive 
study of all the reliable open-channel experiments which had 
been made up to that time, and from them deduced a formula 
for which is the only general rule of wide application that 
we have. The experiments from which they drew their con- 
clusions ranged from observations on small artificial channels 
up to measurements made on the Mississippi River. Their 
formula is as follows : — 

41.65 + 5:^^Ui^^ 



C = ^^. : . . (104) 



1+^41.65 + 



/V7 



It is seen that the value of O is made to vary with the slope, 
the hydraulic radius, and a quantity n which may be termed 
the eo^cient of r(mghne»». The latter depends upon the 
channel lining and has values approximately as follows : — 
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Ghamitel Living _ 

Planed timber, glazed or enameled surfaces 0.009 

Smooth clean cement 010 

Unplaned timber, new brickwork well laid 01^ 

Smooth stonework, iron, and ordinary brickwork . 013 

Rough ashlar and good rubble masonry .017 

Firm gravel 020 

Earth in ordinary condition . .025 

Earth with stones, weeds, etc 030 

Earth or gravel in bad condition, strewn with detritus 035 

Kutter's formula has been widely used by American, German, 
and English engineers and may be relied upon to give excellent 
results when applied to normal channels. By a normal channel 
is meant one whose slope, hydraulic radius, or velocity of flow 
has no unusual or extreme value. A great deal has been 
claimed for the formula, since it was designed to apply to not 
only regular channels of uniform section, but also to natural 
rivers. Inasmuch as the basis of the formula is the assumption 
of steady, uniform flow^ it would hardly seem probable that it 
can be depended upon to give accurate results if applied to a 
channel whose general shape, slope, or hydraulic radius is con- 
stantly changing. The most that can be said for it when so 
used is that it may serve to roughly approximate the flow, and 
give a result which is liable to be much in error. It is quite 
safe to say that any formula which is derived for steady, unir 
form flow in regular, artificial channels, is hardly suitable for 
use with large, irregularly shaped, natural streams. Kutter's 
formula is without doubt the best yet devised when considera- 
tion is taken of the fact that it may be applied to almost any 
kind of surface and be relied upon to give good results. The 
student is warned, however, against placing too much reliance 
upon results obtained from any empirical formula, and in this 
particular case errors as large as 5 per cent are to be expected, 
and 10 per cent errors are apt to occur. Values of C based on 
this formula are given in Table X of the Appendix*. 

94. Bazin's Determination of C> — In 1897, H. Bazin (^AnnaleB 
des Ponta et ClhauB%Se9^ 1897) made a most elaborate and care- 
ful discussion of his own and all other reliable experiments and 
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proposed a formula for determining the value of which may, 
for English units of measure, be written as follows: — 

C= — (105) 

0.552+^ 

Vr 

The quantity r is the hydraulic radius and w is a coefficient of 
roughness like the n in Kutter's formula. Values for m may 
be taken as follows: — 

Channel Linino f^ 

For very smooth cement surfaces or planed boards 0.06 

For unplaned boards, well laid brick, or concrete 16 

For ashlar, good rubble masonry, or poor brickwork 46 

For earth beds in perfect condition 85 

For earth beds in fair or ordinary condition 1.30 

For earth beds in bad condition, being covered with sticks, stones, 

weeds, and other detritus 1.75 

Values of C based on Bazin's formula are given in Table XI of 
the Appendix. It should be noted that Bazin's formula makes 
C independent of the slope «, the author believing that the latter 
had little influence on the coefficient. The formula is much more 
simple than Kutter's, and is favored by French and some English 
engineers. If it be compared with Kutter's by applying them 
both to the same channel, it is found that they agree fairly well 
for ordinary channels having no unusual dimensions and falling 
within the limits of Bazin's observations. Bazin's formula finds 
preferable application in the case of small channels. To urge^ 
as has been done, that his formula is better to use because of 
its mathematical simplicity, is no good reason for its adoption to 
the exclusion of others. Kutter's formula has been graphically 
solved by Professor I. P. Church in a book of neat diagrams,* 
and where constant use is made of the formula, much saving of 
time and labor may be accomplished by their use. 

95. Variation in the Coefficient C. — Having seen that (7 is a 
variable dependent upon the slope, hydraulic radius, and largely 
the lining of the channel, it will be of interest to note the com- 

* Wiley & Sons, Publishers, New York. 
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mon limits to the values which it will ordinarily be found to 
have. These may be approximately defined as follows: — 

For very smooth cement or timber C = 125 to 150 

For ordinary timber, concrete, brickwork, etc. . . . 100 to 130 

For rough masonry or firm gravel 70 to 90 

For earth bed in good condition 50 to 75 

For earth beds in bad order 20 to 50 

Of course these limits should be considered as very flexible, and 
for any particular channel, C should be figured by careful use 
of one of the above formulte. 

Example. — Compute the flow in a circular, brick-lined con- 
duit 5 ft. in diameter having a slope of 1 in 1000. Conduit 
flows half full. 

r = - = ? = 1.25ft. « = 0.001. 

By Kutter, (w = 0.013), 

4j g CL00281 L811 
^^ ^ 0.001 ^0.013 ^ ^21 

1^^41.65 4- M0281^i:013 

^V 0.001 yvr^s 



V = 121 Vl.25 X .001 = 4.2 ft. per second. 
C = 9.82 X 4.2 = 41.2 cu. ft. per second. 
By Bkitin, (w = 0.16), 

(7= ^^——=125. 

0.552 + -M^ 

vi:25 



V = 125 yi.25x 0.001 = 4.4 ft. per second. 
^ = 9.82 X 4.4 = 43.2 cu. ft. per second. 

96. Most Advantageous Cross-section. — If an open channel 
has its slope % and cross-sectional area Afixed^ it is evident that 
the maximum velocity (hence maximum discharge) will occur 
when the area A is so proportioned that the surface of contact 
between water and channel lining will be as small as possible 
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(f Fictional resistance being reduced to a minimum). This ia 
the same as saying that p must be a minimum. It may be 
further seen that this condition will also permit using the least 
poBBible slope consistent with the demand that a fixed Q be dis- 
charged. Therefore, in general, a very efficient section is ob- 

A 

tained by making p a minimum. Remembering that r ==— , the 

P 
making of r a maximum obtains the same result. 

Since of all figures having equal areas the circle has the least 

perimeter, it follows that a semicircular section has the smallest 

value of p (Fig. 108 a). Such a section is difficult to build 



id' — *» 




— 4 



}<- b-^ 



i< 2d *< 



b 
Fig. 108. 



and to maintain under some conditions, and generally the trape- 
zoidal or rectangular form is used. Since of all rectangles the 
square has the least perimeter for a fixed area, it will be advan- 
tageous to make the rectangular section a half square (Fig. 
108 c). Similarly, if it is to be trapezoidal, p will be least for a 
half hexagon (Fig. 108 6). For each of the three sections the 
hydraulic radius is one half the water depth. In unlined 
channels it is necessary to use the trapezoidal section if the 
earth banks are to maintain their form. The angle a (Fig. 109) 
having been determined consistent with 
the nature of the soil, it will be found 
that the best proportions between the 
base width h and the depth d will occur 
when a semicircle, having its center in 
the water surface, may be inscribed tan- 
gent to the three sides of the section, 
radius is one half the water depth. 




Fig. 109. 



Again the hydraulic 
Furthermore, for any fixed 
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depth rf, the hydraulic radius will remain constant, as a is made 
to vary, if the sides are kept tangent to the circle. 

For any form of section, the best proportions may be 
found by expressing r in terms of the fixed area and one of its 
dimensions. The putting of the first differential of this ex- 
pression equal to zero will permit of the solution of the equation 

for the value of this dimension. 
— r This may be illustrated as follows : 
We will suppose it is desired to 
find the relation between d and h 
(for " best section ") for the channel 
shown in Fig. 110, maintaining a 




Fio. 110. 



fixed area of 100 sq. ft. We have 

(a) JL = (6 + rf)rf = 100. 
100 



.(^) 



(0 5 = 



100 -jg 



Combining {c) and (6), we have 

lOOi 



r = 



dr 



100-dHl-2V2)' 



and placing 3^= 0, there results rf = 7.4 ft. 
dd 

From ((?) we then obtain 6 = 6.1 ft. 

97. Non-uniform Flow. — We have seen that uniform flow 
necessitates constant slope and cross-section in the channel. 
The mean velocity past all cross-sections, and the depth of water 
are also constant. 

Now it may happen that, owing to the presence of peculiar 
conditions, all these characteristics of uniform flow will be found 
lacking. The flow will be steady^ giving for all sections the 
relation 

Q = ajVj = a^v^ = a^v^ = etc., 

but the mean velocity will be found to vary from section to 
section, and the form and area of the cross-sections will change. 
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To illustrate, let Fig. Ill represent in section a channel con- 
structed to connect two large ponds whose surfaces stand at 
different levels. The bed of the channel is horizontal and we 
will assume the pond levels to remain constant. Flow will take 
place in some such manner as indicated, the depth at A-B 




^777777777777/^^'^ 



being in excess of that at C-D. The cross-section and the 
velocity of the stream is, therefore, constantly changing be- 
tween these points. The flow is steady but non-uniform, and it 
cannot be made uniform until, by adjusting the slope to the 
flow, the bed of the stream and the water surface are parallel. 
In the figure given, the bed was chosen horizontal to better 
illustrate the problem ; but from 
the above it may be seen that it 
may slope and yet not have the 
right slope to carry the water 
with uniform motion. Figure 
112 shows a portion of the chan- 
nel under such conditions. If 
Vj and v^ represent the velocities 
at the points A and B^ and z-^ 
and ^2 are the heights of the points above the datum, we may 
write (Bernoulli's Theorem) 




^T'-''^-'^^--^ 



^ . _j. -, 



Fig. 112. 



and since 
we have 



^ -f 2- = ^ 4- 2 + Lost head, 

^1 "" ^2 = *' 

2 2 

Losthead = A + |i--^. . . 
^9 '^9 



. (106) 



To otherwise express the lost head let us return for the 
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moment to the case of uniform flow. By simple transposition 
of the Chezy formula (Art. 92), we obtain 

or, since *~1' 

v 

^ = ^ (107) 

Here h is the drop of the water surface or hydraulic grade 
line in any length of stream I, It therefore is the measure of 
the lost head in this distance. (The student should review 
Art. 92 in this connection and verify this statement.) 

Returning now to the problem in non-uniform flow, it is seen 
that in the length I we have a constantly changing value for v 
and r ; but we will assume that the head lost in this case can 
be expressed in the same form as (107), provided we give v and 
r values that apply to a section taken midway between the two 
end sections, A- C and B-D. This value of the lost head be- 
ing substituted in (106), there results, after transposition, 

l^+* = l^ + ^ (108) 

2g ^g Uh^ 

and this is a general equation for non-uniform flow. 

If the area of the middle section be taken as the mean of A^ 
and ^2' so that 

then it can be easily shown that 

^1 -f v^ 
For the value of r^, if we assume the wetted perimeter p^ to 
be equal to ^(jt?i 4- jPg), which we may do without sensible 
error, we have 

Also we may write 

^1 -^ 
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The substitution of the above values in equation (108) will 

give 



Q 






(109) 



By measuriDg the areas and perimeters of two cross-sections, 
a distance I apart, and also the drop h in this distance, we may 
by formula (109) compute approximately the quantity flowing 
in the channel. 

The value of must be found from formula (104) or (106), 
using r^ as the hydraulic radius and h-i-l for the slope. 

98. Non-uniform Flow. Change in Depth. — A problem which 
sometimes arises in non-uniform flow is the determination of 
the change in water depth 
which takes place from section 
to section. Assuming a state 
of flow as shown in Fig. 113, 
let d^ and d^ be the depths at 
A and B respectively. The 
drop in the channel bed between 
sections at A and ^ is 2 sin a, Z 
being the distance between sec- 
tions, and a the angle which the 
bed makes with the horizontal 
drop h in the stream's surface as 




Fio. 113. 



We may then express the 



. h = d^ + I sin a -- ^2' 

and this value substituted in equation (109) permits that equa- 
tion to be written 



1 = 






(110) 



— sin a. 
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This equation permits us to find the distance I between two 
cross-sections whose depths differ by (rf^ — rfg)* It is necessary 
that the slope of the bed, the form and dimensions of the two 
sections, and the discharge Q be known. 

99. Backwater. — A common problem in non-uniform flow, 
necessitating the application of the foregoing principles, occurs 
when a channel is obstructed by a dam or weir. If the water 
were flowing with uniform motion previous to the construction 
of the weir, the raising of the latter will cause the water to set 
back up the stream, increasing the depth, and the flow in that 
part of the channel will become non-uniform. It will differ 
from the case previously cited, in that the depth will increase 
in the direction of flow. Figure 114 shows the conditions, <xb 




*^-^~ 



Fig. 114. 



being the original surface of the stream (parallel to the bed), 
and ef the new surface or curve of backwater. Two important 
questions arise : — 

1. How much will the water be raised at a given distance 
upstream from the point of obstruction ? 

2. How far upstream will the influence of backwater be 
felt? 

For non-uniform flow with increasing depth, we may proceed 
as in Art. 98, when deriving equation (110), and obtain for 
Zj and ?2 (see Fig. 114), 
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and 






(111) 



8in« - f-^li^?-! i^ 

Similarly, equations may be written for l^ l^, etc., giving the 
distances in which successive decrements in depth (rfg "" ^s)* 
(rfg "" ^4)1 ®tc., occur. By starting with the known depth just 
back of the weir, and assuming a series of decrements in depth 
(rf — rfj), (rfj — rfg)' ®*'^-» ^^ ™*y ^se these equations for de- 
termining the distances ?, Z^, Zg^ etc., in which these decre- 
ments occur. The first of our two questions may in this way 
be approximately answered. 

Example. — A rectangular channel 42 ft. wide contains water 
3.6 ft. deep, flowing with a mean velocity of 4 ft. per second. 
By the construction of a weir, the water level is raised 1 J ft. 
at the weir. Assuming n= 0,02 in Kutter's formula, find the 
distances upstream to points where the backwater is 1 ft. and 
.5 ft. deep respectively. 

Since the slope (sin«) is not given, it will be necessary 
to find it by a series of approximations. Assuming, therefore, 
that (7 = 90 in the Chezy formula, v = Vr«, we have 4 = 90 V8«, 
from which 8 is found to be 0.00066. If really does equal 90 
for this channel, then we should obtain such a result from Kut- 
ter's formula, using values of « = 0,00066, n = 0.02, and r = 3. 
Actually the formula gives (7= 88 for these values. A second 
solution of Chezy 's formula with (7= 88 results in « = 0.00069. 
This value is only slightly in excess of that previously 
found, and a probable value will not be far from 0.0007. 
We will assume this value and use it for sin a in equations 
(111) and (112). The value of in these equations is not 
to be taken the same as found for the channel when uniform 
flow existed, but should be calculated for each stretch of 
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stream, Zj, l^, etc., from the mean hydraulic radius of each 
section. By Art. 97, 

giving r^ = 3.87 and r^ = 3.58. 

The values of C corresponding are 

Our data therefore are as follows: — 
d=5 rfi=:4.5 (^3 = 4 

^ = 210 ^ = 189 ^3 = 168 

jt?=52 i?i = 51 ;?2=50 

ri = 3.87 r2 = 3.53 

(7i = 93 (72 = 92 

^ = 42x4x3.5«588. 
Substitution in equations (111) and (112) results in : 

, ^ 0.50 - (0.0000280 ~ 0.0000227) 5370 ^ . ^g^ .. 

1 0.0007-0.000262 

, ^ 0.50 -■ (0.0000354 - 0.0000280) 5370 _ . o^q .. 

2 0.0007-0.000363 
We therefore have : — 

Depth of backwater at weir = 1.5 ft. 

Depth of backwater 1080 ft. above weir= 1.0 ft. 
Depth of backwater 2450 ft. above weir = 0.5 ft. 

Other decrements in depth may be assumed and the cor- 
responding distances figured, but the method is somewhat 
laborious. A simpler method for solving the problem will be 
given in the next paragraph. 

100. Equation of Backwater Curve. — Several more simple 
formulae than those above given have been devised, based on 
a treatment of the problem using calculus. If the method just 
used be applied to sections distant dx apart so that the differ- 



162 



FLOW IN OPEN CHANNELS 




Fig. 115. 



■^^"^<;; 



ence in depth at these sections is dy (Fig. 116), a differential 
equation may be formed which, when integrated, gives the 
following as the equation of the backwater curve : — 

a,=^ + rf(l-^)(^_,^„).. . . (113) 

and ^Q are used to represent complicated functions of ^ and 

a 

^ respectively. A table of their values, based on a more 
a 

extended one calculated by Bresse, is given below. The equar 

tion is in the form usually found in hydraulic literature, but 

a slightly simpler form may be obtained if for C^ y^^ substitute 

— (from Chezy's formula) and assume that r may be written 
r% 

equal to the depth df, an assumption which is practically a 

truth for hroad^ shallow streams. Proceeding thus, we obtain 

a^=j[^o-y+(<«-^(*-*o)} • • (114) 

TABLE OF BACKWATER FUNCTIONS 



y^d 


* 


y-r-d 


« 


y-^d 


* 


y^d 


^ 


y^d 


<fr 


1.00 


00 


1.30 


.373 


1.60 


.218 


1.90 


.147 


2.40 


.0894 


1.05 


.896 


1.35 


.335 


1.65 


.203 


1.95 


.139 


2.50 


.0821 


1.10 


.680 


1.40 


.304 


1.70 


.189 


2.00 


.132 


2.60 


.0757 


1.15 


.561 


1.45 


.278 


1.75 


.177 


2.10 


.119 


2.70 


.0701 


1.20 


.480 


1.50 


.255 


1.80 


.166 


2.20 


.107 


2.80 


.0649 


1.25 


.420 


1.55 


.235 


1.85 


.156 


2.30 


.0978 


2.90 


.0604 
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Example. — It will be interesting to apply this equation 
for amplitude of backwater to the previous numerical problem 
and compare results with those obtained by the more approxi- 
mate and cumbersome equations of Art. 99. The ratio ^ is 
-5- = 1.43, and <f>o corresponding is found from the table to be 
0.288. At the point where the backwater has decreased in 

depth by 0.5 ft., the ratio of ^ is |4 = 1-285, and by the table, 

a 0.5 

6 is 0.387. The value of s is 0.0007 as before and ~ is 0.497. 

9 

X = [0.50 + (3.5 - 0.497)(0.387 - 0.288)] + 0.0007 = 1140 ft. 

Similarly for a point where the depth of backwater has de- 
creased by 1.0 ft., 

X = [1,0 + (3.5 - 0.497) (0.581 - 0.288)] -h 0.0007 = 2690 ft. 

These results are quite close to those obtained by the more 
approximate method. If the distance upstream to the point 
where the limit of backwater is reached be desired, we have 

^ = 1.0, and for this value the table gives ^ as oc. This shows 
a 

that the curve of backwater is asymptotic to the original surface 
of the stream and theoretically has no end. In applying this 
more exact method to natural streams, it should be remembered 
that its derivation was based on the assumption of a regular 
rectangular channel having great width compared with its 
depth. Therefore the results should not be looked upon as 
more than roughly approximate, save in exceptional cases where 
the stream is quite regular. 

101. Flow in Natural Channels. — A discussion of this division 
of open channel flow will not be given here. While much has 
been done in this important field of hydraulics, all efforts to 
originate an accurate, or reasonably accurate, formula for flow 
which will apply to streams of all kinds and sizes have so far 
come to naught. It is claimed that Kutter's formula may be 
applied to natural streams, but with the complicated and con- 
stantly changing conditions which a natural channel presents, 
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it is beyond reason to expect that anything more than mere 
approximations may be obtained by the application of formulae. 
Dependence, for accurate results, must be placed on direct meas- 
urements, made in the field, from which the discharge may be 
computed. Two methods are in general use. A weir may be 
constructed and the discharge measured by aid of the principles 
given in Chapter VII, or measurements of the velocity may be 
made with floats or current meters. The weir method is un- 
doubtedly the more accurate, but on streams of considerable 
size the construction of a proper weir is expensive if not quite 
impossible. In using floats or meters, the operation is based on 
the following principle: If the total cross-sectional area Acta, 
stream be divided into partial areas -4^, A^, -A3, A^, etc., through 
which the current moves with velocities Vj, v^^ v^, v^, etc., respec- 
tively, then the total discharge may be written 

Q= A^v^-^- A2V2 -f ^3^3 -f- -4. 4V4 -f- etc. . . (115) 

The division of a cross-section into areas of known size is easy, 
once that soundings on the section have been made and the form 
and size of the section determined. Measurements of the 
velocities through these areas is effected by means of a cur- 
rent meter, which is in simplest form a wheel with vanes that re- 
volve with a speed proportional to that of the moving water. 
The relation existing between revolutions per second and cur- 
rent velocity is obtained by previously "rating" the meter. 

In this operation the meter is moved through still water at 
different velocities and the revolutions per second noted. A 
rating table or curve may then be constructed showing the 
above relation. 

When use is made of floats, a straight and regular section of 
the stream is sought, and two cross-sections chosen a known 
distance apart. Floats are put into the stream above the upper 
section, and the times of their transit from one section to the 
other are noted by a stop watch. The velocity thus measured 
is the velocity of the stream in that portion through which the 
float ran. A float commonly used is the subsurface float, so 
made that it may be made to run at any desired depth, and 
its position located by means of a small surface float attached to 
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it by a fine wire or cord. If the float be adjusted to run at 
about six tenths of the water depth, experiments have shown 
that it will move with approximately the mean velocity of all 
the water particles in the vertical strip through which it runs. 
The cross-section being divided into a series of such strips 




Fig. 116. 

(Fig. 116), the calculation of the discharge may be effected by 
aid of equation (115). 

If the cross-section of the stream be fairly constant for the 
reach chosen, rod floats may be used. These consist of hollow 
tubes, so weighted at the end as to float immersed their entire 
length. Provided each float reaches well down to the bottom 
of the stream, its velocity may be assumed equal to the mean of 
the strip in which it runs. In using floats it is necessary to 
know the mean depth along a longitudinal section of the run, 
and to that end soundings are taken on the end sections and 
others chosen intermediate. 

The details of making a proper gauging are too numerous 
and lengthy tb be given a place here, and at the end of this 
chapter will be found references to standard literature on the 
subject. 

PROBLEMS 

1. A canal, in firm clean earth, has a bottom width of 20 ft., and side 
slopes of 2 to 1. If the water depth be 4 ft., and the slope of the bed 1 in 
1500, compute the probable velocity of flow and the discharge. 

2. A rectangular channel, 18 ft. wide and 4 ft. deep, has a slope of 1 in 
1000, and is lined with good rubble masonry (n = .017). It is desired to 
increase as much as possible the amount of flow without changing the slope 
or form of section. The dimensions of the section may be changed, but the 
new channel must contain the same amount of lining as the old. Find the 
dimensions of the new section and compute the probable increase in the 
flow. 

3. A trapezoidal canal is to have a base width of 20 ft., and side slopes 
of 1 to 1. The nature of the soil (clean earth) limits the velocity of flow to 
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2 ft. per second. What slope must be given the bed in order to deliver 
182 cu. ft. per second? 

4. Solve problem (1), using both Bazin's and Kutter's coefficient. 

5. A canal is to have a trapezoidal section with one side vertical and the 
other sloping at 45^ It is to carry 900 cu. ft. per second, with a mean 
velocity of 3 ft. per second. Determine the depth and the bottom width 
which would require the least slope of bed. 
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CHAPTER X 

DYNAMIC ACTION OF JETS AND STREAMS 

102. Principle of Momentum. — In this chapter will be dis- 
cussed the action of moving streams with regard to the forces 
which they exert upon bodies that constrain them in their 
motions. A few fundamental principles in mechanics are in- 
volved and will be briefly reviewed. 

If a mass be acted upon by a constant force, it sufiFers an 
acceleration in the direction of the force which may be deter- 
mined from the relation P = Ma, The acceleration being uniform, 

_ Change in velocity __ Av 
^■" Time ""At' 

and 

A^ 

If the change in velocity be that which occurs in one second, then 

. P^MLv, (116) 

and the change in Mv^ or change in momentum^ is equal to the 
value of the constant force which produced it, or the average value 
if the force is not constant. 

103. Application to Fluid Masses under Conditions of Steady 
Flow. — As an aid to the use and understanding of the above 
principle when dealing with fluid masses, the following demon- 
stration will be found helpful. Figure 117 shows a portion of a 
gradually enlarging channel containing water in steady motion. 
As a consequence of the gradual change in sectional area, the 
velocity of the contained water particles, and hence their mo- 
mentum, is gradually reduced. The velocity at some section 
m we may assume to be v^, while at n it has been reduced to v^ 
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Suppose that in the time dt particles at m move to w' and those 
at n to w', so that the distance wm' equals v^dt and nw' equals 
V2dt. The aggregate momentum of all the particles between m 

and n suffers a diminu- 
tion which may be rep- 
resented in the differ- 
ence found between 
the momentum of the 
mass mm^ and wn'. 
That this is so may be 
seen if it is noted that 
the aggregate momen- 
tum of all particles between m/ and n remain constant. (The 
student should here review the discussion on jmge 44 relative 
to the change in kinetic energy taking place in the mass A-B^ 

Fig. 39.) The momentum of the mass mm^ being ( — i-i — jv^, 
and that of nn' (V!M3^ v^ we have from Art. 102, 




Fio. 117. 



=f 



wa ^o^dt 



wa^v^ di 



h 



or, since 



ff 9 

a^Vj = a^v^ = Q^ and ^ = i(f, 



dt, 



(117) 



The total change in momentum brought about between any two 
points in one second of time may therefore be expressed as the 
product of the mass passing a section in one second and the 
change in velocity between the two points. If a change in 
momentum in a direction parallel to a designated axis be desired, 
then the above formula will give that change provided com- 
portents of v^ and v^^ parallel to the aocis^ be used in place of Vj 
and Vg. This principle will be freely used in the discussion of 
the following problems. 

104. Force acting upon a Jet from an Orifice. — In the case of 
a jet issuing from an orifice, the velocity v, which all the par- 
ticles are assumed to have, must be due to the action of a pres- 
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sure or force exerted by the water in the reservoir upon the 
particles at the base of the jet. The magnitude of the force 
may be found as follows. Figure 
118 shows an orifice in the side of 
a reservoir from which the water 
issues with a velocity v. Condi- 
tions of flow having been made 
steady by providing a suitable 
inflow at «, equation (117) may 
be used to find the change in 
momentum, in a horizontal direc- 
tion^ that takes place in one second 
between sections at cd and m», 
and the value of the force producing it. The value of the 
horizontal velocity component at cd being zero, and that at mn 
equal to v, we may write 




Fig. 118. 



P = il!f(v-0) = itfi;. 



. (118) 



The force P must be the resultant of all the horizontal forces 
acting on the mass cdmn in the direction of motion, and as the 
pressure of the walls cf and dg on the contained water are the 
only such forces, P must be the difference in these, or the pres- 
sure at the base of the jet. Considering the opposites of these 
two forces, we see that the water presses on the wall cf with a 
force greater, by the amount P, than it does on dg^ so that the 
reservoir is subjected to an unbalanced force which would 
cause it to move to the left with uniformly accelerated motion 
were it free to do so. This may be regarded as the Meaction 
of the jet. 

Since iff = , another form of expression for equation 

(118) would be 



P = 2 wa — = 2 at(}h, 
2g 



(119) 



From this it appears that the force is twice the static pressure that 
would exist on a plug just filling the orifice. This condition 
is a theoretic one, however, since in deriving (119) from (118) 
no allowance was made for the contraction of the jet or for the 
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effect of friction upon the velocity. For a standard orifice, 
assuming <?^= 0.98, (?^ = 0.62, and e?<j= 0.61, we have 

Tr= 0. 62 wav, r = 0. 98V2^A, 



and i-=(0.98)2A, 

V being the actual velocity in the contracted section, 
these conditions 

0.62 wav^ 



Under 



P = 



= 2 [0.62 wa X (0.98)2A] = 1.19 awk 



Mr. Peter Ewart, of England, made an actual measurement of 
P, using a standard orifice, and obtained P = 1.14 awh. 

105. Energy of a Jet. — If a jet or stream move with a veloc- 
ity V, we have already seen (Art. 37) that the kinetic energy 



per pound of water is -— 



Accordingly if past any cross- 



section W pounds of water pass in one second, the total kinetic 
energy in the stream may be written 



or, in the more usual form. 






K= 



(120) 



106. Force exerted by a Jet upon a Deflecting Surface. — If a 

jet be turned from its path by meeting tangentially a deflecting 

surface (Fig. 119), it 
exerts upon the surface 
a dynamic pressure P. 
We may consider the 
equal and opposite force 
P' to have been the 
cause of the deflection, 
and measure it as fol- 
lows : Assuming the 
surface to be smooth, 
the jet will pass over it 
Fig. 119. with practically undi- 
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minished velocity. The S component of P' may be found 
by equating it to the total change in momentum effected 
in one second between the points where the jet enters upon 
and where it leaves the surface, this momentum being calcu- 
lated in a direction parallel to the original direction of the jet. 
The velocity at the first named point being v, and the hori- 
zontal velocity component at the second point, v cos a, we 

may write 

J?'= M(v — V cos a) 

or H^Mv(l^co^a^. . . . . . (121) 

Similarly we may prove that the V component of P' has a 

value 

r=iJfvsina (122) 

For the value of P' we have 

P' =: V r^ -h H^=Mv^2(l - cos a). . . (123) 

107. Special Cases. — Ca%e L Flat Plate Perpendicular to 
Jet (Fig. 120). In this case the angle through which the 
water is deflected is 90°, and by the 
application of equation (121) we 
find that 

P'^iJft;. . . (124) 

There is no resultant vertical pres- 
sure on the plate, and for this 
reason P' has the same value as its 
S component. The same result 
might be reached by noting that fig. 120. 

the stream's momentum in its initial 

direction is wholly destroyed and that the force which caused 
it must be given by the relation 

P' = Mv, 

Ca%e U. Jet turned through 18(f, — If the surface be so 
formed as to cause the jet to be completely turned back upon 
itself (Figs. 121 and 122), we have a = 180°, and by equation 
a21) 

P^=: ifft; [1 - (- 1)] = 2 ifft;. . . . (125) 
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The force exerted by the jet upon the surface is thus twice as 
great as though directed normally against a flat plate. Apply- 
ing the principle of momentum directly, we find that the total 
change in momentum, in one second, while passing over the 





surface 
duce 



irio. I'ii. Fio. i:a. 

ce is jSf [v — (— v)], or 2Mv, The force necessary to pro- 
this change is therefore given by equation (125). 

108. Force exerted by a Jet upon a Moying Curyed Surface. — 
(Fig. 123.) Here the curved surface shown In Fig. 118 is 
assumed to have a motion in the same direction as the jet but a 
lesser velocity, Vq. The motion is also uniform, a suitable re- 
sistance M preventing any acceleration. At the point -4., where 
the jet is tangent (preventing impact) to the surface, the veloc- 




ity of the jet relative to the surface is v — Vq. If the surface be 
smooth and the vertical distance between A and B small, the 
relative velocity at B is also v — Vq. Therefore a particle 



arriving at B has not only a velocity ot v — Vq relative to the 
surface, but also a velocity of translation Vq. Its absolute veloc- 
ity, Va' is, therefore, represented in the second figure by the 
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diagonal of the parallelogram of velocities. The component of 
Va in a direction parallel to the initial direction of the jet is 
t;^ cos )3, and the total change in momentum in this direction, 
efifected in one second while passing over the surface, is 
J[r(r — v^ cos )8). 

The jet being horizontal, we have 

JJ'comp. of P' =s -ST (v — Vfl cos )8) 

= M'\v — [vo + (^ ~ ^'o) ^os «] J 

= ilf' (v - Vq)(1 - cos «).... (126) 

By a similar process of reasoning we find the value of the V 
component of P' to be 

Fcomp. of P' = Jtr (v - Vq) sin a. . . (127) 

Here W is the mass of water which flows over the vane in one 
second of time and is not the same in value as M, which is the 
mass of water discharged each second by the jet. However, 
if we arrange a series of vanes, following one behind the other, 
so that, as each vane in succession cuts off the water from its 
predecessor, the water so cut off from the jet is left free to 
expend its kinetic energy on the first vane, then all the water 
in the jet may be utilized and JtT be replaced by ilf in equations 
(126) and (127). 

A common application of these principles is found in the con- 
struction and use of the so-called " Impulse wheels " for power 
development. Here the vanes or buckets are 
set at close intervals around the periphery 
of a wheel, and each receives in turn a pres- 
sure from a jet which is directed tangentially 
against the wheel. A section through one 
of the buckets, taken on a plane passing 
through the jet and perpendicular to a radius j. 

of the wheel, is sketched in Fig. 124. If the 
value of P is to be as large as possible for any given speed of 
the bucket, it will be a maximum when a = 180°, in which 
case equation (126) becomes 

P=2iff(v-Vo) (128) 
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Equation (126) is used to determine P since it is the B. 
component of pressure that turns the wheel and performs 
work. The F component is practically radial and performs no 
work. 

109. Power exerted on Moving Vanes. — In Fig. 123 the 
only motion taking place was in a horizontal direction, parallel 
to the jet. Therefore, for the work done upon the vane in one 
second, we have 

L = JJcomp. of jP' X Vo = ^'(V - ^o)(l - cos a)v^, (129) 
M' being equal to wa{v — Vq) -h^. If we make Vq a variable in 
this expression and differentiate X, putting -—• = 0, we shall 
obtain as a value for t;^, 

V 

"0-3. 

which value will make L a maximum for any particular vane 

angle a. 

If a serien of vanes be used, M' assumes a value iff =s 

dL ^ 

(see Art. 108), and the first derivative of -— - when put equal 

dv^ 

to zero gives a value for v^ of 

V 

"0 = 2- 
The formula for power then becomes 



£ = :^(l_co8«) (130) 



If the vane angle « be made 180°, 



(131) 



which will be recognized as the expression for kinetic energy 
in the jet. That is to say, we are now utilizing all the water 
and all the kinetic energy which the jet has. 

110. Dynamic Pressure in Pipe Bends. — If a pipe in which 
water flows with a velocity v be bent on a curve through some 
angle a, a resultant pressure will exist on the bend as in the 
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case of a jet deflected by a^ curved surface. The treatment of 
the two problems is identical, and for the resultant pressure we 
have (Art. 106), 

P = iUft; V2(l - cos a). 

The direction of the resultant will bisect the angle /8. With a 
jointed pipe this pressure tends to disrupt the joints, and if the 




no. 126. 

pipe be not embedded in firm material, it should be protected 
against rupture by clamps or bands. 

Example. — A 36-inch pipe, discharging 60 cu. ft. per 
second, contains a one-piece bend of 90**. Find the stress in two 
anchor rods placed radially at the ends of the bend. 

V = 50 -H ^^^ = 7.1 ft. per second. 
By equation (121) 

Stress in one rod = 50 x 62.5 x 7.1 .^^^^^ 90^) = 690 lb. 

32.2 ^ 

111. Stress in Pipe Produced by Change in Section. — If a 
pipe be changed in section, as shown in Fig. 126, the stream 

A B 




I^^h^ 



Fio. 126. 



within exerts a force which tends to rupture it transversely. 
The magnitude of the force may be found as follows : Due to 
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the sudden change in section, the velocity is increased from v^ 
to Vj, and a total change in momentum, equal to M(y2 — v{), 
takes place in each second of time. This must be caused by 
an unbalanced force acting in the direction of motion. Three 
forces go to make up this resultant, the force P which the pipe 
exerts to retard the stream's motion, and the pressures, a^^ 
and ajjOg, existing in the pipe's cross-sections. Since the re- 
sultant force is measured by the change in momentum, we 
have 

^(^2 - ^i) = ^iPi - ^2P2 - -P' 

9 ^1 ^2 

and finally 

^'^fe-^-K"^)]- • • • (^'^> 

Example. — A pipe carrying 4 cu. ft. per second suffers a 
reduction in section from 2 sq. ft. to 1 sq. ft. If the pressure 
head in the full section be 30 ft., find the dynamic force exerted 
upon the pipe. 
From the data, 

Vj = 2 ft. per second. 
^2 = 4 ft. per second. 
TP^ = 62.5 X 30 =s 1875 lb. per square foot. 

Between points located axially in the two pipes we may write 

:?!i^ + £i = i!2' + £a, 
2g w 2g w 

neglecting any loss of head. From this, p^ is found to be 1865 
lb. per square foot. 

\ 2 4 (32.2 / 

112. Water Hammer in Pipes. — It has long been a well- 
known fact that the sudden stopping of the flow of water in a 
pipe will cause a rise in pressure in that portion of the pipe 
lying between the source of flow and the gate or valve by which 
the flow is checked. In some cases the rise in pressure may be 
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SO large as to cause a bursting of the pipe, and it becomes a 
matter of importance that *we determine the laws which govern 
the appearance of this phenomenon. 

That we may better understand what actually takes place 
under such conditions, Fig; 127 has been drawn, showing a long 




Fig. 127. 

pipe line of constant diameter leading from a reservoir of water, 
and provided at its further end with a quick-closing valve G; 

Under normal conditions the flow through the pipe is steady, 
having a velocity v past all sections. If the gate be made 
to close instantaneously^ the particles of water in immediate 
proximity to it will have their velocity at once reduced from v 
to zero. If the whole mass of water in the pipe were inelastic 
(rigid) and contained in pipe walls that were inelastic also, 
then all the particles of water would likewise be instantaneously 
brought to rest and the pressure against the gate and all through 
the pipe would be infinite. This follows from the relation 

Force = Mass x Acceleration, 

the acceleration in this case being 

a = — - = — - — = Innmty. 
dt ^ 

But the pressure is not infinite, due to the fact that the water 
is elastic, therefore compressible, and the pipe walls are elastic 
also. To understand the effect which these conditions have, 
let us assume the pipe to be divided into a great number of 
thin laminsB, some of which are shown, greatly exaggerated in 
size, in the above figure. When the gate closes, lamina 1 
crowds up against it and is compressed by virtue of its own 
kinetic energy. As it is compressed, the ring of pipe wall sur- 
rounding it is distended by the increased pressure in the lamina. 
While the first lamina is being compressed and shortened. 



178 



DYNAMIC ACTION OF JETS AND STREAMS 



lamina 2 follows on behind with undiminished velocity until 
the compression of lamina 1 is complete. It then suffers re- 
tardation and compression, at the same time stretching the pipe 
wall around it. Other laminae follow in succession, so that in 
a very short time conditions are as shown in Fig. 128. The 




Fig. 128. 

pressure in the distended portion is constant and the hydraulic 
grade line is some line ABCD, In the unstretched portion 
of the pipe the velocity v is still maintained. When the last 
lamina at the entrance to the pipe is compressed, the pipe is 
filled with water under a pressure much in excess of that which 
previously existed. If the length of the pipe be Z, and t seconds 
have elapsed between the time of closure of the valve and the 
compression of the last lamina, then a wave of pressure has 
swept up the pipe with a velocity v^ = Z -^ ^. The numerical 
value of this velocity varies with the density of the water and 
the thickness and elasticity of the pipe walls. 

With the last lamina brought to rest, the total kinetic energy, 
which the water had, has been transformed and stored up in the 
elastic deformation of the water and pipe-walls. To more 
easily describe the continuance of the phenomena let us say 
that the attainment of this condition marks the end of the first 
period. 

Second Period. This condition of inequipotential cannot be 
maintained, for as soon as the last lamina is compressed it will 
expand and the ring of pipe around it will contract, thus forcing 
the lamina out of the pipe into the reservoir, where it will 
resume its original condition of form and pressure. This fol- 
lows with each lamina in succession until number 1 is reached 
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and the whole pipe has been restored to its original size and the 
water in it to its original normal pressure. Each lamina will 
also have acquired its original velocity v, but the motion will be 
in the opposite direction^ toward the reservoir. 

Third Period, The kinetic energy of the water column, now 
moving toward the reservoir, will be expended in lowering the 
pressure in the laminae (commencing with number 1 and con- 
tinuing until the last lamina is reached) to a point below normal^ 
and the water in the pipe will again come to rest. 

Fourth Period. Water from the reservoir now enters the 
pipe. The nearest lamina resumes normal pressure and moves 
with its original velocity toward the gate. The other lamina 
follow in succession, and finally all are moving with velocity v 
in the original direction and under normal pressure. Condi- 
tions are now the same as at the beginning of operations. We 
have, therefore, completed a cycle of four movements, each one 
extending through the whole length of pipe. Two successive 
movements may be termed a "round trip" of the pressure wave. 
Another cycle follows the first and so on until the pressure 
wave dies out by reason of friction. 

We shall now proceed to determine the value of jo, the pres- 
sure in excess of that which existed at any point in the pipe 
during flow. 

In Fig. 129, ABOD represents a prism of water caught in 
the end of the pipe by the instantaneous closing of the gate Q-. 
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Fig. 129. 




It contains many of the laminae mentioned above, and by their 
successive compression the prism is shortened by the amount 
d%. Its final length becomes d%\ and by reason of the stretch- 
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ing of the pipe, its radius is increased to (r + Ar). For the 
change in volume we may write 

where A is the cross-sectional area of the pipe before distention^ 
and 2 ?rr X Ar represents approximately the annular area added 
by the distention. The modulus of elasticity E is therefore 
(Art. 2), 

A' dg^'lvT • ^r * d^ ^ ^ 

Here p represents the intensity of the excess pressure arising 
from the compression of the laminae. The stress produced in 
the pipe wall by this pressure is (Art. 21) p'=pr-i't If 
under this stress the length of the circumference is stretched a 
distance A2, we have for U\ the elastic modulus of the pipe 
wall material, 

A/ -5- 2 irr Al - 1 ^ ^ 

Since a circumference increases with the radius, we may write 

AZ : 2 WT = Ar : r, 
or A2 = 2 TrAr. 

Equation (134) may then be written 

Ar = ^ (135) 

Let us now return to a consideration of the prism ABCD, 
Each of its laminae is brought to rest from a velocity v by a 
pressure on its forward face varying in intensity from zero to p. 
If, now, we imagine the first lamina to have reached its maximum 
pressure, then we may think of the entire mass ABCD behind 
it as being brought to rest by the force pA acting on its end 
face. In coming to rest the center of gravity of the mass will 
have moved through a distance {fo-5-2. Now the space trav- 
ersed by a body while being brought to rest from an initial 
velocity v under the action of a constant force is 

« = i;2 ^ 2 X Acceleration. 
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The acceleration (negative) of the mass ABOD being 

_ Force _ p * A^ g 
"" Mass "" A(d% + rf«')i^' 

we may substitute in the above formula, obtaining 

"2 "2 JA^ ' 

, . d% 

or more simply, since —=:v^ 

p-g-dt^^^ds^ d8^)wv (136) 

The quantity ds being very small compared with rf«', we may 
write without appreciable error, 

WV dJ ^Hc^^^ 

But d«' -4- dt represents the velocity with which the pressure 
wave moves along the pipe, and its value may be determined as 
follows: If we substitute in (133) the value of Ar as given in 
(135) and for A its value ttt^, we may combine (133) and 
(136), eliminating (d% + c?«'). There results, 

d% Irp d^_fg_ . 

dt^ tE^ ^ dt~ Evw ^^^^'> 

But d% -f- dt we know to be v, and for the value of p we may 
substitute from (137). 

.*. Vel. of pressure wave = -— ■ = \/^ . -— - — - — -. (139) 
^ dt ^w tE''{'2rE ^ ^ 

This value of d%^ -s- dt substituted in (137) gives finally for the 
excess pressure, 

f—wEET 

g{tE'-^2rl!) ^^^"^ 

It is of interest to note that this formula gives p as independent 
of the length of pipe and consequently of the ma%% of water flowing 
in it. It is to be remembered, however, that the formula is based 
on the assumption that the closure of the gate is instantaneous. 
In 1897-98 Professor Joukovsky of Moscow, Russia, carried 
out an elaborate and most carefully conducted series of experi- 



p = v^. 
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ments on water hammer, using pipes of 2, 4, 6, and 24 inches 
diameter. Their lengths were 2494, 1050, 1066, and 7007 ft. re- 
spectively. His experimental results substantiated the truth of 
the above derived formulae and showed the effect which slow 
closure of the gate has on the value of p. He found that, if the 
time of closure is not greater than 2 Z -+- t;^, which is the time 
required for the pressure wave to make a " round trip " from the 
gate to the reservoir and back, then the full force of the maxi- 
mum pressure p will be felt in the pipe. If a longer time t^ be 
taken in moving the gate, then the pressure is reduced in in- 
tensity according to the proportion 

-^=1 (141) 

A very well written account of Joukovsky's experiments and 
deductions may be found in the 1904 Proceedings of the Ameri- 
can Waterworks Association, p. 335. Under the head of 
Summary and Conclusions the author states, — 

"The simplest method of protecting water pipes from water 
hammer is found in the use of slow-closing gates. The duration 
of closure should be proportional to the length of the pipe line. 
Air chambers, of adequate size, placed near the valves and 
gates, eliminate almost entirely the hydraulic shock, and do not 
allow the pressure wave to pass through them ; but they must 
be very large, and it is difficult to keep them supplied with air. 
Safety valves allow to pass through them pressure waves of only 
such intensity as corresponds to the elasticity of the springs of 
the safety valves." 

In the analytical discussion presented in this article the 
author has followed, with few exceptions, the method of deduc- 
tion given by Professor Church in his "Hydraulic Motors," 
and its use here is with that writer's kind permission. 

PROBLEMS 

1. A nozzle having a coefficient of 0.90 delivers a jet 1 in. in diameter. 
What must be the amount of water discharged if the impulse of the jet be 
150 lb.? 

2. A jet from a 2-in. orifice is directed normally against a flat plate. 
What will be the dynamic pressure P when the discharge is 1 cu. ft. per 
second ? Assume Cc = 0.62. 
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3. Find the reaction of a jet from a 3-in. nozzle discharging 10 cu. ft. 
per second, the jet suffering no contraction as it leaves the nozzle. 

4. In approaching a bridge, a water main, 2 ft in diameter, curves from a 
horizontal position upward through 45^. What vertical component of dynamic 
pressure is developed in the bend under a velocity of flow of 6 ft. per second? 

5. A 2-in. jet from a nozzle is deflected through 175*^ by striking against 
a vane moving in the same direction as the jet with a velocity of 100 ft. per 
second. What is the dynamic pressure upon the vane when the nozzle is 
discharging 6 cu. ft. per second ? What would be the pressure if the vane 
were stationary? 

6. The buckets of an impulse wheel receive water from a 2-in. nozzle 
frotia which the jet issues with a volocity of 60 ft. per second. K the speed 
of the wheel is such that the velocity of the buckets is 40 ft. per second, and 
the angle a be 170°, find the total turning force applied to the wheel. At 
what speed should the wheel be run to make the power a maximum ? What 
would it then be? 

7. A 6-ft. pipe conducting water to a number of turbines is made from 
steel plate 0.25 in. thick. When the velocity of flow is 8 ft. per second, a 
quick-closing gate operates to stop the flow. What is the excess pressure 
tending to burst the pipe ? 
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TABLE I 

Weight op Distilled Water 

From Hamilton Smlth^B Hydraulics 



Tbmpbratubx 


POUKDS PBB 


Tempebatubx 


Pounds peb 


Tempebatubb 


Pounds pee 


Fahbxnhxit. 


Cubic Foot. 


Fabbbnhxit. 


Cubic Foot. 


Fahbenheit. 


Cubic Foot. 


32 


62.416 


95 


62.061 


160 


61.006 : 


35 


62.421 


100 


61.998 


165 


60.904 


39.3 


62.424 


105 


61.933 


170 


60.799 


45 


62.419 


110 


61.865 


175 


60.694 


50 


62.408 


115 


61.794 


180 


60.586 


55 


62.390 


120 


61.719 


185 


60.476 


60 


62.366 


125 


61.638 


190 


60.365 


65 


62.336 


130 


61.555 


195 


60.251 


70 


62.300 


135 


61.473 


200 


60.135 


75 


62.261 


140 


61.386 


205 


60.015 


80 


62.217 


145 


61.296 


210 


59.893 


85 


62.169 


150 


61.203 


212 


59.843 


90 


62.118 


155 


61.106 







TABLE n 

Coefficients of Discharge (c) for Circular Orifices 
From Hamilton Smithes Hydraulics 



Head 

h 

IN Feet. 






Diamxteb 


OP Obifice 1 








0.02 


0.04 


0.07 


0.1 


0.3 


0.6 


1.0 


0.4 




0.637 


0.624 


0.618 








0.6 


0.655 


.630 


.618 


.613 


0.601 


0.593 




0.8 


.648 • 


.626 


.615 


.610 


.601 


.594 


.0.590 


1.0 


.644 


.623 


.612 


.608 


.600 


.595 


.591 


1.5 


.637 


.618 


.608 


.605 


.600 


.596 


.593 


2.0 


.632 


.614 


.60T 


.604 


.599 


.597 


.595 


2.5 


.629 


.612 


.605 


.603 


.599 


.598 


.596 


3.0 


.627 


.611 


.604 


.603 


.599 


.598 


.597 


4.0 


.623 


.609 


.603 


.602 


.599 


.597 


..596 


6.0 


.618 


.607 


.602 


.600 


.598 


.597 


.596 


8.0 


.614 


.605 


.601 


.600 


.598 


.596 


.596 


10.0 


.611 


.603 


.599 


.598 


.597 


.596 


.595 


20.0 


.601 


.599 


.597 


.596 


.596 


.596 


.594 


50.0 


.596 


.595 


.594 


.594 


.594 


.594 


.593 


100.0 


.593 


.592 


.592 


.592 


.592 


.592 


.592 
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TABLE III 

Coefficients of Discharge (c) for Square Orifices 
From Hamilton Smithes Hydraulics 



Head 

h 

IN Feet. 






Side or tbb Squabs 


IN Feet. 






0.02 


0.04 


0.07 


0.1 


0.2 


0.6 


1.0 


0.4 




0.643 


0.628 


0.621 








0.6 


0.660 


.636 


.623 


.617 


0.605 


0.598 




0.8 


.652 


.631 


.620 


.615 


.605 


.600 


0.597 


1.0 


.648 


.628 


-.618 


.613 


.605 


.601 


.599 


1.5 


.641 


.622 


.614 


.610 


.605 


.602 


.601 


2.0 


.637 


.619 


.612 


.608 


.605 


.604 


.602 


2.5 


.634 


.617 


.610 


.607 


.605 


.604 


.602 


3.0 


.632 


.616 


.609 


.607 


.605 


.604 


.603 


4.0 


.628 


.614 


.608 


.606 


.605 


.603 


.602 


6.0 


.623 


.612 


.607 


.605 


.604 


.603 


.602 


8.0 


.619 


.610 


.606 


.605 


.604 


.603 


.602 


10.0 


.616 


.608 


.605 


.604 


.603 


.602 


.601 


20.0 


.606 


.604 


.602 


.602 


.602 


.601 


.600 


50.0 


.602 


.601 


.601 


.600 


.600 


.599 


.599 


100.0 


.599 


.598 


.598 


.598 


.598 


.598 


.598 



TABLE IV 

Coefficients of Discharge (c) for Rectangular Orifices 1 Foot Wide 

From Fanning^s Treatise on Hydraulic and Water Supply Engineering 



Head 

h 

IN Feet. 


Depth op Orifice in Feet. 


2.0 


1.5 


1.0 


0.75 


0.50 


0.25 


0.125 


0.4 












0.619 


0.625 


0.6 










0.614 


.618 


.623 


0.8 








0.609 


.612 


.616 


.622 


1.0 




0.608 


0.605 


.608 


.611 


.616 


.622 


1.5 


0.609 


.607 


.604 


.607 


.610 


.614 


.620 


2.0 


.609 


.606 


.604 


.606 


.609 


.613 


.619 


2.5 


.608 


.606 


.603 


.606 


.609 


.613 


.617 


3.0 


.607 


.605 


.603 


.605 


.608 


.612 


.616 


4.0 


.606 


.604 


.602 


.604 


.606 


.610 


.614 


6.0 


.604 


.603 


.601 


.602 


.604 


.608 


.610 


8.0 


.603 


.602 


.601 


.601 


.603 


.605 


.608 


10.0 


.601 


.601 


.601 


.601 


.602 


.604 


.606 


15.0 


.602 


.601 


.601 


.601 


.601 


.603 


.607 


20.0 


.602 


.601 


.601 


.601 


.602 


.604 


.607 
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TABLE V 

COBFFICISNTS OF DlSOHABOB (c) FOB SUBMBBOBD ObIFICES 
Based on Data from Hamilton Smithes Hydraulics 







Sizs or OBiriOB in Fxxt. 




EmiOTivB 
Head in 




















F«rr. 


circle 


Square 


Circle 


Square 


Rectangle 




0.05 


0.05 


0.1 


0.1 


0.05 X 0.3 


0.5 


0.615 


0.619 


0.603 


0.608 


0.623 


1.0 


.610 


.614 


.602 


.606 


.622 


1.5 


.607 


.612 


.600 


.605 


.621 


2.0 


.605 


.610 


.599 


.604 


.620 


2.5 


.603 


.608 


.598 


.604 


.619 


3.0 


.602 


.607 


.598 


.604 


.618 


4.0 


.601 


.606 


.598 


.604 





TABLE VI 

Velogitt Head Cobfficibkts for Use in Ftblet and Stearns' 

Weir Formula 

(For ^se, see Art. 68.) 

Taken from Fteley and Steams' Original Paper 



Head 


Depth op Chamnxl op Appkoach bxlow Crist. 


WXIB. 












2.60 


1.70 


1.00 


0.50 


0.20 


1.51 


1.66 


1.87 


1.70 


0.30 


1.50 


1.65 


1.83 


1..53 


0.40 


1.49 


1.63 


1.79 


1.53 


0.50 


1.48 


1.62 


1.75 


1.53 


0.60 


1.47 


1.60 


1.71 


1..52 


0.70 


1.46 


1.59 


1.68 


1.51 


0.80 


1.45 


1.57 


1.65 


1.50 


0.90 


1.44 


1.56 


1.63 


1.49 


1.00 


1.43 


1.54 


1.61 


1.48 


1.10 


1.42 


1.53 


1.59 




1.20 


1.41 


1.51 


1.57 




1.30 


1.40 


1.49 


1.55 




1.40 


1.39 


1.48 


1.54 




1.50 


1.38 


1.46 


1.52 




1.60 


1.37 


1.44 


1.51 




1.70 


1.36 


1.43 


1.49 




1.80 


1.35 


1.41 






1.90 


1.34 


1.40 






2.0 


1.33 


1.38 
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TABLE VII 

Coefficient (c) fob Contracted Weibs 

From Hamilton Smithes Hy^dnalios 



Effbotiye 






Length 


or WXIB IN FXKT. 






















Fbet. 


0.66 


1 


2 


3 


5 


10 


19 


0.1 


0.632 


0.639 


0.646 


0.652 


0.653 


0.655 


0.656 


0.15 


.619 


.625 


.634 


.638 


.640 


.641 


.642 


0.2 


.611 


.618 


.626 


.630 


.631 


.633 


.634 


0.25 


.605 


.612 


.621 


.624 


.626 


.628 


.629 


0.3 


.601 


.608 


.616 


.619 


.621 


.624 


.625 


0.4 


.595 


.601 


.609 


.613 


.615 


.618 


.620 


0.5 


.590 


.596 


.605 


.608 


.611 


.615 


.617 


0.6 


.587 


.593 


.601 


.605 


.608 


.613 


.615 


0.7 




.590 


.598 


.603 


.606 


.612 


.614 


0.8 






.595 


.600 


.604 


.611 


.613 


0.9 






.592 


.598 


.603 


.609 


.612 


1.0 






.590 


.595 


.601 


.608 


.611 


1.2 






.585 


.591 


.597 


.605 


.610 


1.4 






.580 


.587 


.594 


.602 


.609 


1.6 








.582 


.691 


.600 


.607 



TABLE VIII 

Coefficients (c) fob Suppressed Weibs 

From Hamilton Smith's Hydraulics 



Effbctive 






Length of Weie in Feet. 






Head 


















IN Feet. 




















0.66 


2 


3 


4 


5 


7 


10 


10 


0.1 


0.675 








0.659 


0.658 


0.658 


0.657 


0.15 


.662 


0.652 


0.649 


0.647 


.645 


.645 


.644 


.643 


0.2 


.656 


.645 


.642 


.641 


.638 


.637 


.637 


.635 


0.25 


.653 


.641 


.638 


-.636 


.634 


.633 


.632 


.630 


0.3 


.651 


.639 


.636 


.633 


.631 


.629 


.628 


.626 


0.4 


.650 


.636 


.633 


.630 


.628 


.625 


.623 


.621 


0.5 


.650 


.637 


.633 


.630 


.627 


.624 


.621 


.619 


0.6 


.651 


.638 


.634 


.630 


.627 


.623 


.620 


.618 


0.7 


.658 


.640 


.635 


.631 


.628 


.624 


.620 


.618 


0.8 


.656 


.643 


.637 


.633 


.629 


.625 


.621 


.618 


0.9 




.645 


.639 


.635 


.631 


.627 


.622 


.619 


1.0 




.648 


.641 


.637 


.633 


.628 


.624 


.619 


1.2 






.646 


.641 


.636 


.632 


.626 


.620 


1.4 








.644 


.640 


.634 


.629 


.622 


1.6 


- - 






.647 


.642 


.637 


.631 


.623 
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TABLE IX 

Values of Friction Factob (/) for Clbait Iron Pipes 
Based on Data flrom Fanning. 



DlAMX- 
TKR 
IN 

Inches. 






VnLOClTY IN 


Fbbt pkh 


Sbcond. 








0.5 


1 


2 


3 


4 


6 


10 


16 


20 


1 


.0398 


.0353 


.0317 


.0299 


.0285 


.0266 


.0244 


.0232 


.0228 


2 


.0364 


.0330 


.0300 


.0284 


.0272 


.0255 


.0237 


.0226 


.0222 


3 


.0354 


.0316 


.0288 


.0273 


.0262 


.0248 


.0232 


.0222 


.0218 


6 


.0317 


.0289 


.0264 


.0252 


.0243 


.0231 


.0219 


.0211 


.0208 


8 


.0296 


.0275 


.0252 


.0242 


.0233 


.0223 


.0212 


.0206 


.0202 


10 


.0283 


.0262 


.0242 


.0232 


.0225 


.0216 


.0206 


.0200 


.0197 


12 


.0268 


.0251 


.0233 


.0224 


.0218 


.0209 


.0201 


.0195 


.0192 


18 


.0238 


.0224 


.0211 


.0204 


.0199 


.0193 


.0188 


.0183 


.0181 


24 


.0212 


.0194 


.0193 


.0187 


.0184 


.0180 


.0176 


.0172 


.0170 


30 


.0194 


.0186 


.0179 


.0175 


.0173 


.0170 


.0166 


.0162 


.0161 


36 


.0177 


.0172 


.0167 


.0164 


.0162 


.0160 


.0156 


.0154 


.0152 


48 


.0153 


.0150 


.0147 


.0145 


.0144 


.0143 


.0141 


.0139 


.0138 


60 


.0137 


.0135 


.0133 


.0132 


.0131 


.0130 


.0128 


.0126 


.0125 


72 


.0125 


.0124 


.0122 


.0120 


.0120 


.0118 


.0117 


.0117 


.0117 


96 


.0109 


.0107 


.0106 


.0106 


.0105 


.0105 


.0104 


.0104 


.0103 



\ 
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TABLE X 

COBFFICIEHT (c) IH KUTTBB^S FORMULA 

(See Article 08.) 



nope 




Htdbavlio Radivb r dt Fkct. 


n 




































0.2 


0.8 


0.4 


0.6 


0.8 


1.0 


1.5 


2.0 


2.5 


8.0 


4.0 


6.0 

199 


8.0 

207 


10.0 


15.0 


.00005 


.010 


87 


98 


109 


123 


133 


140 


154 


164 


172 


177 


187 


213 


220 




.012 


68 


78 


88 


98 


107 


113 


126 


135 


142 


148 


157 


168 


176 


182 


189 




.015 


62 


68 


66 


76 


88 


89 


99 


107 


113 


118 


126 


138 


146 


130 


159 




.017 


43 


50 


57 


65 


72 


77 


86 


93 


98 


103 


112 


122 


1589 


134 


142 




.020 


35 


41 


45 


58 


59 


64 


72 


80 


84 


88 


95 


105 


111 


116 


125 




.025 


26 


30 


35 


41 


45 


49 


57 


62 


66 


70 


78 


85 


92 


96 


104 




.080 


22 


25 


28 


33 


37 


40 


47 


51 


55 


58 


65 


74 


78 


83 


90 


.0001 


.010 


9S 


108 


118 


131 


140 


147 


158 


167 


173 


178 


186 


196 


202 


206 


212 




.012 


76 


86 


95 


105 


113 


119 


130 


138 


144 


148 


155 


165 


170 


174 


180 




.016 


67 


64 


72 


81 


88 


93 


103 


109 


114 


118 


125 


134 


140 


143 


150 




.017 


48 


55 


62 


70 


75 


80 


88 


95 


99 


104 


111 


118 


125 


128 


135 




.020 


38 


45 


50 


57 


63 


67 


75 


81 


85 


88 


96 


102 


107 


111 


118 




.026 


28 


34 


38 


43 


48 


51 


59 


64 


67 


70 


77 


84 


89 


93 


98 




.080 


23 


27 


30 


35 


39 


42 


48 


52 


55 


69 


64 


72 


75 


80 


85 


.0002 


.010 


105 


115 


125 


137 


145 


150 


162 


169 


174 


178 


185 


193 


198 


202 


206 




.012 


83 


92 


100 


110 


117 


123 


133 


139 


144 


148 


154 


162 


167 


170 


175 




.015 


61 


69 


76 


84 


91 


96 


105 


110 


114 


118 


124 


132 


137 


140 


145 




.017 


52 


59 


65 


73 


78 


83 


90 


97 


100 


104 


110 


117 


122 


125 


130 




.020 


42 


48 


53 


60 


65 


68 


76 


82 


85 


88 


94 


100 


105 


108 


113 




.026 


30 


35 


40 


45 


60 


54 


60 


65 


68 


70 


76 


83 


86 


90 


96 




.080 


25 


28 


32 


37 


40 


43 


49 


53 


66 


59 


63 


69 


74 


77 


82 


.0004 


.010 


110 


121 


128 


140 


148 


153 


164 


171 


174 


178 


184 


192 


197 


198 


2a3 




.012 


87 


95 


103 


113 


120 


125 


134 


141 


145 


149 


153 


161 


165 


168 


172 




.016 


64 


73 


78 


87 


93 


98 


106 


112 


115 


118 


123 


130 


134 


137 


142 




.017 


54 


62 


68 


75 


80 


84 


92 


98 


101 


104 


110 


116 


120 


123 


128 




.020 


43 


60 


55 


61 


67 


70 


77 


83 


86 


88 


94 


99 


104 


106 


110 




.026 


.32 


37 


42 


47 


51 


55 


60 


65 


68 


70 


75 


82 


86 


88 


92 




.080 


26 


30 


33 


38 


41 


44 


60 


54 


67 


59 


63 


68 


73 


75 


80 


.001 


.010 


113 


124 


132 


143 


160 


155 


165 


172 


175 


178 


184 


190 


195 


197 


201 




.012 


88 


97 


105 


115 


121 


127 


135 


142 


145 


149 


154 


160 


164 


167 


171 




.015 


66 


75 


80 


88 


94 


98 


107 


112 


116 


119 


123 


130 


133 


135 


141 




.017 


55 


63 


68 


76 


81 


85 


92 


98 


102 


105 


110 


115 


119 


122 


127 




.020 


45 


51 


56 


62 


68 


71 


78 


84 


87 


89 


93 


98 


103 


105 


109 




.026 


33 


38 


43 


48 


52 


55 


61 


65 


68 


70 


75 


81 


84 


87 


91 




.080 


27 


30 


34 


38 


42 


45 


50 


54 


57 


59 


63 


68 


72 


74 


78 


.01 


010 


114 


125 


133 


143 


151 


156 


165 


172 


175 


178 


184 


190 


194 


196 


200 




.012 


89 


99 


106 


116 


122 


128 


136 


142 


145 


149 


164 


159 


163 


166 


170 




.015 


67 


76 


81 


89 


95 


99 


107 


113 


116 


119 


123 


129 


133 


135 


140 




.017 


56 


64 


69 


77 


82 


86 


93 


99 


103 


105 


109 


115 


118 


121 


126 




.020 


46 


52 


57 


63 


68 


72 


78 


84 


87 


89 


93 


98 


102 


105 


108 




.026 


34 


39 


44 


49 


52 


66 


62 


65 


68 


70 


75 


80 


83 


86 


90 




.080 


27 


31 


35 


39 


43 


45 


51 


65 


58 


59 


63 


67 


71 


73 


77 
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TABLE XI 

COEFFICIBKTS (c) IK BazIN'S FORMULA 

(See Article 94) 







Coefficient of 


BoreHNEss 


m,. 




Htdrauuo 
Badius r 
IK Feet 












m = .06 


m=.16 


m=.46 


m=.86 


m^l.SO 


m-1.76 


0.2 


126 


96 


55 


36 


25 


19 


.3 


132 


103 


63 


41 


30 


23 


.4 


134 


108 


68 


46 


33 


26 


.5 


136 


112 


71 


50 


36 


29 


.75 


140 


118 


80 


57 


42 


34 


1.0 


142 


122 


86 


62 


47 


38 


1.25 


143 


125 


90 


66 


51 


41 


1.50 


145 


127 


94 


70 


• 54 


44 


2.0 


146 


131 


99 


76 


59 


49 


2.5 


147 


133 


104 


80 


63 


53 


3.0 


148 


135 


106 


83 


67 


57 


5.0 


160 


140 


115 


93 


77 


65 


7.0 


152 


142 


120 


100 


83 


72 


100 


152 


144 


125 


106 


91 


79 


12.0 


163 


146 


127 


109 


94 


82 


16.0 


153 


147 


130 


114 


99 


88 


20.0 


154 


148 


133 


117 


103 


92 
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TABLE XII 
Areas of Circles 



Diame- 
ter IN 


Abka 


DlAMB- 
TBB IN 


Abba 


DiAMR- 
TBB IN 


Abba 1 














Inches 


Square 
Inches 


Square 
Feet 


iNCHBS 


Square 
Inches 


Square 
Feet 


Inches 


Square 
Inches 


Square 
Feet 


1.0 


0.7864 


.005454 


4.0 


12.6664 


.087266 


7.0 


38.4846 


.267264 


.1 


0.9503 


.006.'>99 


.1 


13.2026 


.091684 




39.6919 


.274944 


.2 


1.1310 


X107864 


.2 


13.8544 


.096211 




40.7160 


.282743 


.26 


1.2272 


.008522 


.26 


14.1863 


.098516 


.26 


41.2826 


.286684 




1.3273 


.009218 


.8 


14.5220 


.100847 




41.8639 


.290652 




1.6394 


.010690 


.4 


15.2063 


.106592 




43.0084 


.298669 




1.7671 


.012272 


.6 


16.9043 


.110446 




44.1786 


.306796 




2.0106 


.Q13963 


.6 


16.6190 


.115410 




46.3646 


.316032 




2.2698 


.015763 


.7 


17.3494 


.120482 




46.6663 


.323377 


.76 


2.4053 


.016703 


.76 


17.7206 


.123059 


.76 


47.1730 


.327590 




2.6447 


.017671 


.8 


18.0966 


.126664 




47.7836 


.331831 




2.8363 


.Q19689 


.9 


18.8674 


.130954 




49.0167 


.340394 


2.0 


3.1416 


,021816 


6.0 


19.6350 


.136364 


8.0 


60.2655 


.349066 




3.4636 


.024053 


.1 


20.4282 


.141863 




51.6300 


.367847 




3.8013 


.026398 


.2 


21.2372 


.147480 




62.8102 


.366737 


.26 


3.9761 


.027612 


.26 


21.6476 


.150330 


.26 


63.4662 


.371223 




4.1648 


.028862 


.8 


22.0618 


.163207 




64.1061 


.376736 




4.6239 


.031416 


.4 


22.9022 


.159043 




66.4177 


.384846 




4.9087 


.034088 


.6 


23.7583 


.164988 




66.7460 


.394063 




5.3093 


.036870 


.6 


24.6301 


.171042 




68.0880 


.403389 




6.7266 


.039760 


.7 


25.6176 


.177206 




69.4468 


.412826 


.76 


6.9396 


.041247 


.76 


25.9672 


.180328 


.76 


60.1320 


.417684 




6.1576 


.042760 


.8 


26.4208 


.183477 




60.8212 


.422370 




6.6062 


.046869 


.9 


27.3397 


.189859 




62.2114 


.432024 


8.0 


7.0686 


.049087 


6.0 


28.2743 


.196350 


9.0 


63.6173 


.441786 




7.6477 


.052414 


.1 


29.2247 


.202949 




66.0388 


.461668 




8.0425 


.065861 


.2 


30.1907 


.209658 




66.4761 


.461640 


.26 


8.2958 


.067609 


.26 


30.6796 


.213053 


.26 


67.2006 


.466671 




8.6630 


.069396 


.8 


31.1725 


.216476 




67.9291 


.471730 




9.0792 


.063050 


.4 


32.1699 


.223402 




69.3978 


.481929 




9.6211 


.066813 


.6 


33.1831 


.230438 




70.8822 


.492237 




10.1788 


.070686 


.6 


34.2119 


.237683 




72.3823 


.602664 




10.7621 


.074667 


.7 


35.2566 


.244837 




73.8981 


.613181 


.76 


11.0447 


.076699 


.76 


35.7847 


.248505 


.76 


74.6619 


.618486 




11.3411 


.078758 


.8 


36.3168 


.262200 




76.4296 


.623817 


.9 


11.9469 


.082958 


.9 


37.3928 


.259672 




76.9769 


.534661 



The above table may be used for finding the areas of circles whose diameters are not wlthii\ the 
limits of the table. Since the areas vary as the squares of their diameters, the given diameter may 
be divided (or oyiltiplied) by 10, and the area found from the table under the resulting diameter cor- 
rected by moving the decimal point two places to the right (or left). Thus to find the area of a 22- 
inch circle : 

From table, area of 2.2-Inch circle = 8.8013 sq. in. = .026898 sq. ft. 
Therefore area of 22-inch circle = 880.18 sq. in. » 2.64 sq. ft. 

Again, to find the area of a 0.75-inch circle: 

From table, area of 7.6-lnch circle «> 44.1786 sq. in = 0.806796 sq. ft. 
Therefore area of 0.75-inch circle = 0.4418 sq. in. = 0.00807 sq. ft. 

It will also be apparent that the Jir%t Uco columns in the table may be used for any unit of 
measure. 



REVISED PROBLEMS 

The following problems are presented as a revision of those ap- 
pearing at the ends of previous chapters. In a majority of cases 
the author has given the numerical answers, believing them to be a 
great help to the student in checking his work. Pains have been 
taken to have them correct ; but, owing to the large number of cal- 
culations involved, errors may have been overlooked to which the 
author would appreciate having his attention called. 

Cambridge, Mass. 
August 16, 1918. 

CHAPTER I 

1. If a vertical cylindrical column of water, 100 ft. high, be contained 
in a steel reservoir, compute its probable height, if water were absolutely 
incompressible. 

Ans. 100.012 ft. 

CHAPTER II 

1. A gas holder contains illuminating gas under a pressure correspond- 
ing to 2 in. of water. If the holder be at sea level (atmospheric pressure 
14.7 lb. per square inch), what pressure in inches of water may be ex- 
pected in one of its distributing pipes at a point 500 ft. above sea level ? 
Assume unit weights of air and gas to be constant at all elevations with 
values of 0.08 and 0.04 lb. per cubic foot respectively. 

Ans. 5.84 in. 

2. A rectangular plate is immersed vertically with one of its sides in 
the water surface. How must a straight line be drawn from one end of 
that side so as to divide the rectangle into two areas, the total pressure 
upon which shall be equal ? 

3. A vertical gate, 4 ft. wide and 6 ft. high, hinged at the upper edge, 
is kept closed by the pressure of water standing 8 ft. deep over its top edge. 
What force applied normally at the bottom of the gate would be required 
to open it? 

Ans. 9000 lb. 
193 



194 REVISED PROBLEMS 

4. A vertical triangular plate whose height is 12 ft. has its base hori- 
zontal and vertex uppermost in the water's surface. Find the depth to 
which it must be lowered so that the difference in level between the center 
of gravity and the center of pressure shall be 8 in. 

Ans. 4 ft. 

5. Find the depth to the center of pressure on a trapezoidal surface, 
vertically immersed in water, the upper base being 5 ft. long, parallel to 
and 10 ft. below the water surface. The trapezoid is symmetrical about a 
vertical center line, its lower base being 3 ft. long and 13 ft. below the 
surface. 

Ana. 11.44 ft. 

6. A flat parabolic plate is immersed, with its axis vertical, in water 
until its vertex is 7 ft. below the water surface. Locate the center of 
pressure. 

Ans, 4.0 ft. down. 

7. Compute the position of the center of pressure on a circular gate, 
4 ft. in diameter, placed with its center 4 ft. below the water surface and in 
a plane inclined 45 degrees from the vertical 

Ans. 0.18 ft. below center of gravity. 

8. A plate shaped as a right triangle is immersed in water with one 
side vertical. If the head on the upper vertex be 3 ft., the length of the 
vertical side, 6 ft., and that of the horizontal side, 10 ft., locate the center .of 
pressure. Find its lateral position by the calculus method and check by 
means of medial line. 

Ans. 3.57 ft. below center of gravity. 
0.29 ft. from vertical side. 

9. An isosceles triangle, base 10 ft. and altitude 20 ft., is immersed 
vertically in water with its axis of symmetry horizontal If the head on 
its axis be 30 ft, locate the center of pressure both laterally and vertically. 

Ans. Xc = 30.14 ft. 

t/e = 6.67 ft. from base. 

10. A vertical, rectangular sluice gate at the bottom of a dam is 2 ft. 
wide, 6 ft. high, and exposed to water pressure on one side corresponding 
to a head of 50 ft. above its center. Assuming the gate and stem to weigh 
500 lb. and the coefficient of friction of gate on runners to be 0.25, find the 
force necessary to raise it. 

Ans. 9875 lb. 

11. A tank with plane vertical sides contains 4 ft. of mercury and 12 ft. 
of water. Find the total pressure on a portion of a side, 1 ft. square, 
one half this portion being below the surface of the mercury. The sides of 
the square area are vertical and horizontal 

Ans. 849 lb. 
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12. A triangle having a base of 4 ft. and an altitade of 6 ft. is wholly 
immersed in water, its base being in the surface and its plane verticaL 
Find the ratio between the pressures on the two areas into which the tri- 
angle would be divided by a horizontal line through its center of pressure. 

13. Compute the stress in a d6-inch pipe, whose walls are | in. thick, if 
the water which fills it is under a pressure equivalent to 230 ft. of head on 
its center. 

Ans. 4800 lb. per square inch. 

14. A wood stave pipe, 48 in. in inside diameter, is to resist a 
maximum water pressure of 150 lb. per square inch. If the staves are 
bound together by flat steel bands, 4 in. wide by f in. thick, find the 
spacing distance of the latter in order that they may not be stressed above 
15,000 lb. per square inch. 

Ans. 12.5 in. 

15. If a 12-inch flanged pipe be closed at its end by a hemispherical cap 
bolted to the flange, what total stress will be in the bolts when the head on 

the pipe's center is 240 ft.? 

Ans, 11,800 lb. 

16. What thickness should be given the steel wall of a 60-inch pipe if it 
is to withstand a pressure of 100 lb. per square inch with a maximum fiber 
stress of 15,000 lb. per square inch ? 

Ans, 0.2 in. 

17. A timber dam has a plane upstream face sloping at an angle of 60 
degrees with the horizontaL Compute the vertical and horizontal com- 
ponents of the pressure (per linear foot) against it when water stands 30 
ft. deep behind the dam. Compare these figures with those obtained for a 
slope of 45 degrees. 

Ans. (a) V = 16,250, 

H = 28,150. 

(6) V = 28,150, 

H = 28,150. 

18. The flat bottom of a steel tank is connected with the plane, vertical 
side by a plate curved through 90 degrees on a radius of 2 ft. If water 
stands to a depth of 8 ft. in the tank, compute the horizontal and vertical 
components of the normal pressure on a linear foot of the curved plate. 

Ans. V = 939 lb., H = 876 lb. 

19. A tank with vertical sides is 4 ft. square, 10 ft. deep, and. is filled to 
a depth of 9 ft. with water. By how much, if at all, will the pressure on 
one side of the tank be changed if a cube of wood, specific gravity 0.5, 
measuring 2 ft. on an edge, be placed in the water so as to float with one 
face horizontal? Ans. 780 lb. 

20. A cask which weighed 60 lb. was placed on platform scaled and then 
nearly filled with water. A total load on the scales of 320.25 lb. was read. 
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Should the net weight of water as computed from these figures be cor- 
rected by reason of the fact that a 3-inch vertical steel shaft suspended 
from the ceiling above had its lower end immersed in the water to a depth 
of 1 ft.? If so, by what amount ? Ans. 3.06 lb. 

21. A rectangular caisson is to be sunk, in which to build the founda- 
tion for a bridge pier. It is in the form of an open box, 50 ft. by 20 ft. in 
plan, and 23 ft. deep. If it weighs 75 tons, how deep will it sink when 
launched ? The water being 20 ft. deep, what additional load will sink it 
to the bottom ? Ans. 2.4 ft. 

550 tons. 

22. A flat-bottomed scow is built with vertical sides and straight sloping 
ends. Its length on deck is 80 ft., on the bottom 65 ft., its width 20 ft., and 
its vertical depth is 12 ft. How much water will it draw if it weighs 250 
tons? Ans. 5.8 ft. 

23. A ship with cargo weighs 5000 tons and draws 25 ft. of water. On 
crossing a bar at the entrance to a river her draft is decreased by 1 ft. by 
the discharge of 300 tons of water ballast. In going up the river to fresh 
water, 50 tons of coal are burned. What will her draft be then and how 
much ballast will be required to increase it by 1 ft.? Assume the unit 
weight of salt water to be 64.0 lb. (Suggestion : The shape of the vessel's 
under body is not known and the problem should be solved on the basis of 
displacement in cubic feet. The sides of the vessel near the water line 
may be assumed vertical.) 

Ans, 24.21ft. 
203 tons. 

24. A ship with a total displacement of 1800 short tons rolls to one side 
through an angle of 1 degree when a deck load of 5 tons is moved 
laterally through a distance of 15 ft. Compute the metacentric height for 
this particular position of the vessel. 

^ws. 2.39 ft. 

25. A rectangular pontoon is 80 ft. long, 40 ft. wide, and 12 ft. deep. 
Its draft when launched is 4 ft. and is increased to 10 ft. when fully loaded. 
Compute the position of the true metacenter for both drafts. Assume in 
each case the center of gravity of the pontoon and load at the geometrical 
center of the cross-section. 

Ans. 29.3 ft., light. 
12.4 ft., loaded. 

26. A hollow cylinder 3 ft. long and 3 ft. in diameter, closed at one end, 
is immersed with axis vertical and closed end uppermost, this end being 
held 25 ft. below the water surface. The cylinder is at first full of water, 
but compressed air is admitted from beneath in the immersed position 
until it has displaced two thirds of the water. 
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Find: 

(a) Absolute pressure from above on top of cylinder. 

(b) Absolute pressure from below on top of cylinder. 

(c) Supporting capacity of cylinder due to buoyancy. 

(c?) Supporting capacity of cylinder if it be allowed to rise 15 ft. 
(e) Position of maximum supporting capacity with same charge of air. 
Ans, (a) 26,040 lb. (b) 26,940 lb. (c) 900 lb. 
Id) 1155 lb. (e) 3.6 ft. head on top. 

27. If the specific gravity of a body is 0.8, what proportional part of its 
total volume will be above the surface of the water upon which it floats ? 

Ans, 0.20. 

28. A stick of yellow pine timber, weighing 40 lb. per cubic foot, meas- 
ures 6" X 12" X 20'. What load will it carry without sinking, if placed in 
fresh water ? 

Ans. 225 lb. 

29. Two vessels, A and B, containing water under pressure, are con- 
nected by an oil differential gauge of the type illustrated in Fig. 9. If a 
point m in A is 4.85 feet below a point n in B, find the difference in 
pressure at these points when the top of the water column in the tube en- 
tering A stands 15 inches below that in the tube entering B. Specific 
gravity of oil is 0.80. 

Ans. 2.0 lb. per square inch. 

30. A differential gauge is used to measure the air pressure in a ship's 
stokehold. It is in the form of a vertical, glass U-tube, partly filled with 
water, having one leg in the stokehold and the other outside where the 
pressure is atmospheric. Oil with a specific gravity of 0.80 fills the inside 
leg, the line of separation between oil and water being in this leg. The 
upper ends of the tube are enlarged so that the sectional area is 10 times 
that of the rest of the tube, and the top surfaces of the oil and water are 
in the enlarged portions. Find what increase in pressure (over that of the 
atmosphere outside) in the stokehold will force the line of separation down- 
ward 1 inch. 

Ans. p = 0.014 lb. per square inch. 

CHAPTER III 

1. What distance must the sides of a tank be carried above the surface 
of water contained in it, if the tank (moving horizontally) is to suffer an 
acceleration of 10 ft. per second each second without losing water? Tank 
is 6 ft. square with water 3 ft. deep. Compute the maximum intensity of 
pressure on the bottom of the tank during acceleration. 

Ans. (a) 0.93 ft. 

(6) j5 = 193 lb. per square inch. 
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2. A Teasel containing oil (specific gravity 0.70) moves in a vertical path 
with an acceleration of 8 ft. per second each second. Find the intensity of 
pressure at a point in the oil 3 ft. beneath its surface when, 

(a) moving upward with positive acceleration. 

(b) moving upward with negative acceleration. 

(c) moving downward with positive acceleration. 

(d) moving downward with negative acceleration. 

Ans, (a) 164 lb. per square foot. (b) 123 lb. per square foot, 
(c) 123 lb. per square foot. (d) 164 lb. per square foot. 

3. (a) According to the principles discussed in Chapter III, what pres- 
sure should be found to exist between the water particles forming a jet 
from a nozzle discharging into the air? 

(6) Ascertain, by aid of principles discussed in Chapter III, the law of 
variation in pressure between the top and bottom of a stream of water 
flowing under pressure through a horizontal pipe. Does the same law hold 
for an inclined pipe ? 

4. If the water which just fills a hemispherical bowl of 3 ft. radius be 
made to rotate uniformly about the vertical axis of the bowl at the rate of 
30 revolutions per minute, how much will overflow? Ans. 19.5 cu. ft. 

5. The open cylindrical vessel shown in the ac- 
companying sketch is revolved about its center axis 
at the rate of 56 R. P. M. If previously filled with 
water to the brim, how high above the latter will 
water rise in the attached piezometer tube, a-b't 

Ans. 2.68 ft. 

6. At what speed must an open, vertical cylindri- 
cal vessel, 4 ft. in diameter, 6 ft. high, and filled with 

water, be rotated on its own axis in 
order that the effect of rotation will 
be to discharge sufficient quantity of 
water to uncover a circular area on 
the bottom of the vessel 2 ft. in di- 
ameter. 

Ans. 108 R. P.M. 




i' 
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7. Water from the constant-level ..1..^. 
reservoir, iJ, flows to, and entirely 
fills, the closed, concentric cylindrical chambers shown 
in the figure. A wheel, TT, composed of flat vanes and 
driven by a motor, causes the water in the central cham- 
ber to rotate as a mass at the rate of 240 R. P. M. 
With free communication between the central and outer 
chamber, P, how high will water stand in the open 
piezometer tube, T ? Ans. 100.0 ft. 
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8. A horizontal tube, 8 ft. long and 2 in. in diameter, is filled with 
water under a pressure of 10 lb. per square inch and closed at the ends. If 
rotated in a horizontal plane about one end as an axis, at the rate of 60 
R. P. M., what will the pressure at the outer end become ? 

Ans. 27.1 lb. per square inch. 

9. A conical vessel with axis vertical and sides sloping at 30 degrees 
with the same is rotated about another axis distant 2 ft. from its own and 
paralleL How many revolutions per second must it make in order that 
water poured into it will be entirely discharged by the rotative effect ? 

Ans. 50.5 R. P.M. 

CHAPTER IV 

1. An d-inch pipe contains a short section in which the diameter is 
gradually reduced to 3 in. and then gradually enlarged to full size. If the 
pressure of water passing through it is 75 lb. per square inch at a point just 
before the reduction commences, what will it be at the 3-inch section when 
the ratQ of flow is 1.20 cu. ft. per second ? Assume no loss in head between 
the two sections considered. 

Ans. 71.0 lb. per square inch. 

2. A 3-inch pipe discharges into the air at a point 6 ft. above the level 
ground, the water leaving the pipe with a velocity of 28 ft. per second. 
Assuming air friction to be negligible, compute the velocity of the water 
as it strikes the ground if, (a) the pipe be horizontal ; (6) the pipe be in- 
clined upward 45 degrees f pom the horizontaL , 

Ans. 34.2 ft. per second. 

3. A horizontal pipe 12 in. in diameter carries water with a mean ve- 
locity of 10 ft. per second. At a section. A, the pressure is 55 lb. per 
square inch and at a section, B, it is 40 lb. per square inch. Compute the 
quantity of energy passing each of these sections in 1 second, estimating the 
potential energy with reference to a datum plane through the pipe's axis. 
What is the amount of head lost between the two sections? 

Ans. (a) 62,900 ft.-lb. 

(b) 45,900 ft.-lb. 

(c) 34.5 ft. 

4. A 2-inch stream of water issues from a nozzle with a velocity of 75 ft. 
per second. What quantity of energy passes the nozzle per second if the 
datum plane for computing potential energy be taken through the axis of 
the issuing stream ? 

Ans. 9000 ft.-lb. 

5. Water from a reservoir is pumped over a hill through a pipe 3 ft. in 
diameter, and a pressure of 30 lb. per square inch is maintained at the summit, 
where the pipe is 300 ft. ebove the reservoir. The quantity pumped is 
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49.5 cu. ft. per second and by reason of friction in the pump and pipe there is 
10 ft. of head lost between reservoir and summit. What amount of energy- 
must be furnished the water each second by the pump ? 

Ans. 2134 H. P. 

6. How much energy, in horse-power units, is being transmitted 
through a 3-inch pipe in which the velocity of flow is 15 ft. per second and 
the gauge pressure 40 lb, per square inch ? If a section farther on in the pipe 
were considered, would there be a less amount of energy passing each second ? 
What form of energy would remain constant ? 

Ans. 8 H. P. 

7. In order to maintain a discharge of 1.20 cu. ft. per second through a 
6-inch pipe which discharges into the air, it is found necessary to keep a 
pressure of 36 lb. per square inch in the pipe at the inlet end, which is 8 ft. 
above the discharge point. Compute the loss in head while passing through 
the pipe. How much energy per second does it represent ? 

Ans. 90.8 ft. 

6810 ft. lb. per second. 

8. A 2-inch vertical pipe, supplied from a reservoir, discharges 0.22 cu. 
ft. per second into the air, and it is noted that its cross-section is filled by the 
water at exit. What will be the pressure in the pipe at a point 12 ft. 
above its lower end ? Where will the pressure be absolute zero ? What 
will it be at a point 40 ft. above the end? What fact is implied by the 
numerical value of the last result ? Neglect friction in all cases. 

Ans. (a) p = 5.2 lb. per square inch below atmospheric pressure. 
(6) 34 ft. above end. 

9. Water flovs radially outward in all directions from between two hori- 
zontal circular plates which are 4 feet in diameter and placed parallel 1 inch 
apart. A supply of 1 cubic foot per second being maintained by a pipe enter- 
ing one of the plates at its center, what pressure will exist between the plates 
at a point 6 inches from the center if no loss by friction be considered? 

(Note. — The student may verify his answer by cutting two small disks 
from cardboard, piercing one at its center by a small pipe or piece of stifE 
straw, and blowing air into the pipe instead of water.) 

Ans. p = 0.1 lb. per square inch below atmosphere. 

10. Water enters a motor through a 4-inch pipe under a gauge pressure 
of 150 lb. per square inch. It leaves by an 8-inch pipe at an elevation 3 ft. 
below the point of entrance. If the pressure in the pipe at exit be 10 lb. 
per square inch and the discharge 2 cu. ft. per second, find the energy given 
up by. the water each second as it passes the motor. 

Ans. 41,600 ft.-lb. 

11. During the test of a centrifugal pump, a gauge just outside the cas- 
ing and on the 8-inch suction pipe registered a pressure 4 lb. per square 
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inch less than atmospheric. On the 6-inch discharge pipe another gauge 
indicated a pressure of 30 lb. per square inch above atmospheric. 

If a vertical distance of 3 ft. intervened between the pipe centers at the 
sections where the gauges were attached, what horse power was expended 
by the pump in useful work when pumping 2 cu. ft. per second? 

^ns. 18.7H.P. 

CHAPTER V 

1. Compute the discharge in gallons per minute from a standard 
2-inch circular orifice under a head of 6.784 ft. 

Ans, 123.9 gaL per minute. 

2. A circular orifice, 8 in. in diameter and having a thin edge, is made 
in the side of a reservoir which receives water at the rate of 6 cu. ft. per 
second. Determine the height above the center of the orifice to which 
water will rise in the reservoir, using proper coefficients from Table II. 

Ans. 12.8 ft. 

3. Water spurts vertically upward from an orifice in a horizontal 
plane under a head of 40 ft. What is the limit to the height of the jet if 
the coefficient of velocity be 0.97 and air friction negligible ? 

Ans. 37.6 ft. 

4. A fluid of one fourth the density of water is discharged into the free 
atmosphere from an orifice in the side of a reservoir. If the pressure at 
a point in the reservoir on the same horizontal plane as the orifice be 50 lb. 
per square inch (absolute units), find the theoretic velocity of discharge. 

Ans, 144.2 ft. per second. 

5. Find the theoretic discharge through a vertical, sharp-edged orifice 
having the form of an isosceles triangle with an altitude of 10 inches, base 
(horizontal) 6 inches, and vertex level with the reservoir's surface. Dis- 
regard the velocity of approach. 

Ans. 1.22 cu. ft. per second. 

6. Water spurts out horizontally from a half-inch round hole in the 
side of a timber penstock, the wall of which is 2 in. thick. The jet 
strikes at a point 6 ft. horizontally distant from the orifice and 2 ft. lower 
down. Assuming the stream to issue from the orifice without contrac- 
tion, due to the thickness of the wood penstock, compute the probable 
leakage in gallons per 24 hours. 

Ans. 14,960 gal. 

7. The jet from a circular, sharp-edged orifice, J inch in diameter, 
under a head of 18 feet strikes a point distant 5 feet horizontally and 4.67 
inches vertically from the center of the orifice. The discharge is 118.95 



202 REVISED PROBLEMS 

gallons in 569.2 seconds. Compute the coefficient of discharge, velocity; 
and contraction. 

Ans. Q = 0.60. 

C. = 0.945. 

C, = 0.635. 

8. A steel box, rectangular in plan, floats with a draft of 2 ft. If the 
box be 20 ft. long, 10 ft. wide, and 6 ft. deep, compute the time necessary 
to sink it to its top edge by opening a standard orifice, 6 in. square, in its 
bottom. Neglect the thickness of the vertical sides. 

Ans. 472 sec. 

9. What will be the rate of discharge through a 1-inch oriflce in the 
bottom of a vessel moving upward with an acceleration of 10 ft. per 
second each second, the water being 8 ft. deep over the orifice? Assume 
Ca = 0.61. 

Ans, 0.087 cu. ft. per second. 

10. A reservoir has a side wall, inclined backward 80 degrees from the 
vertical, in which is an orifice having a velocity coefficient of 0»97. With 
a head of 9 ft. on the orifice, compute 

(a) Vertical height, above center of orifice, which jet will reach. 

(b) Horizontal distance from orifice to jet. 

(c) Velocity of jet as it strikes the ground a distance 7 ft. below orifice. 

Ans. (a) 2.12 ft 

(b) 14.7 ft. 

(c) 31.6 ft. 

11. A standard 2-inch orifice connects two vessels, A and B. In A the 
water stands 4.6 ft. deep above the center of the orifice and its surface is 
exposed to steam at a pressure above atmospheric equivalent to 18 in. of 
mercury. In B the level of the water is 1 ft. above the orifice center and 
the air pressure on it is less than atmospheric by an amount corresponding 
to 10 in. of mercury. Compute the probable discharge in cubic feet per 
second. 

Ans. 0.624 cu. ft. per second. 

12. A sharp-edged orifice, 1 ft. square, discharges under a head of 1 ft., 
the latter being measured above the center of the orifice. Compute the 
rate of discharge assuming the mean head to be 1 ft., and compare the 
result with that obtained by using the exact formula in paragraph 43. 

Ans. 4.81 cii. ft. per second. 
4.75 cu. ft. per second. 

13. A reservoir of water is connected with one containing oil by a 
sharp-edged circular orifice 2 in. in diameter. Determine the rate of dis- 
charge when the water stands 6 ft., and the oil 2 ft., deep on the orifice's 
center. The oil has a specific gravity of 0.80. 

Ans. 0.22 cu. ft. per second. 
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14. A vessel 16 ft. high and 6 ft. in diameter contains water 7 ft. deep 
-when at rest How fast must it be revolved about a vertical axis through 
its center in order that the velocity (relative to the vessel) of flow from an 
orifice in the side and 1 ft. above the bottom, may be 24 ft. per second? 

Ans. 65.8 R. P. M. 

15. A rectangular tank with vertical sides, 16 ft. long and 4 ft. wide, 
contains water to a depth of 4 ft. How long will it take to empty it by 
opening a 4-inch, sharp-edged, circular orifice in its bottom, assuming a 
constant discharge coefficient of 0.60? Ans, 610 sec. 

16. A canal lock 400 ft. long and 90 ft. wide is emptied through a sub* 
merged opening having an area of 60 sq. ft. and a discharge coefficient of 
0.64. The water discharges into the lower canal, which is maintained at a 
constant level 20 ft. below that in the lock when f ulL How long will it 
take to bring the lock level down to that in the lower canal? 

Ans, 17.4 min. 

17. A reservoir, i acre in area (21,780 sq. ft.), with sides nearly 
vertical so that it may be considered prismatic, receives a stream yielding 
9 cu. ft. per second, and discharges through a sluice 4 ft. wide which is 
raised 2 ft. Calculate the time necessaiy to lower the surface 5 ft., the 
head over the center of the sluice, when opened, being 10 ft. Assume 
ca = 0.62. Ans, 1104 sec. 

18. The head in a vessel with vertical sides, at the instant of opening an 
orifice, was 9 ft. and at closing had decreased to 5 ft. Determine the con- 
stant head under which in the same time the orifice would discharge the 
same volume of water. Ans, 6.85 ft. 

19. Water fills a vessel whose shape is that of an inverted pyramid with 
a square base. If the base measures 12 inches on a side and the altitude is 
2 feet, how long a time will be required to empty the vessel through an 
orifice at the apex 1 inch square. Assume that Cj = 0.88 and disregard 
changes in dimensions of pyramid caused by cutting the orifice. 

Ans, 11.6 sec. 

20. From a given prismatic reservoir the discharge from an orifice at 
the base would be 82 cu. ft. in t seconds if the head were constant at 16 ft. 

(a) Under a falling head, starting at 25 ft., how much must it fall during 
the same time, f, so that the discharge during that time shall also be 32 cu. ft., 
assuming the coefficient of discharge constant ? 

(b) What is the area of the vessel in square feet? 

(c) If Crf = 0.85 and t = 40 seconds, what would be the area of the orifice? 

Ans. FaU = 16 ft. 
Area = 2 sq. ft. 
a = .029 sq. ft. 
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21. If the actual velocity of flow from a certain orifice under an 8-foot 
head was found to be 22.09 ft. per second, what was the loss in head by 
friction ? 

Ans. 0.43 ft. 

CHAPTER AT 

1. A short cylindrical tube is attached to the vertical wall of a reservoir, 
but differs from a standard short tube in that it projects into the reservoir 
a distance of half its length. This causes the amount of the contraction 
at entrance to be increased and experimental observations indicate a coeffi- 
cient of contraction at this point of 0.50. The coefficient of velocity for 
the whole tube being 0.72, determine what value the head on the tube 
must be in order that the pressure in the contracted vein shall be absolute 
zero. Ans, 30.6 ft. 

2. Water is discliarged from a reservoir through a standard short tube 
under a head of 30 ft. 

(a) What is the velocity head in the stream at exit ? 

(b) What is the velocity head in the contracted section ? 

(c) What is the absolute pressure head at the contracted section ? 

Ans. (a) 20.2 ft. 

(b) 49.5 ft. 

(c) 11.5 ft. 

3. A 2-inch nozzle is attached to a 6-inch pipe. Pressure at the base of 
the nozzle during the flow is 50 lb. per square inch. If the coefficient of 
velocity and discharge are both 0.90, find 

(a) Velocity and rate of discharge. 

(b) Energy per second in water discharged. 

Ans, (a) 78 ft. per second. 

1.72 cu. ft. per second. 
(b) 10,150 ft.-lb. per second. 

4. A IJ-inch nozzle, attached to a 2j-inch pipe, discharges 290 gal. 
per minute under a pressure of 40 lb. per square inch at the base of the 
nozzle. What is the coefficient of discharge of the nozzle ? 

Ans, 0.96. 

5. A nozzle points vertically downward and terminates in a If-inch 

orifice. It is supplied by a 2J-inch pipe, to which is attached a pressure 

gauge 3 ft. above the nozzle orifice. When the gauge registers 30 lb. per 

square inch the discharge is found to be 310 gal. per minute. What 

head is being lost between the gauge and the orifice ? Assume coefficient 

of contraction at exit to be 1.00. 

Ans, 8.3 ft. 

6. A l^inch nozzle, attached to a horizontal 2^inch pipe, has a coeffi. 
cient of discharge of 0.95. If, during flow, the gauge pressure in the pipe 
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be 80 lb. per square inch, what should be the discharge in gallons pet 
minute? Ans, 398 gaL per minute. 

7. A horizontal diverging tube, such as shown in Fig. 70, has a diameter 
of 3 in. at the contracted section and 4 in. at its mouth. Water stands 
16 ft. deep above its axis on the reservoir side and 2 ft. deep on its 
discharging end. Determine the pressure existing in the contracted section 
during flow, assuming that 2 ft. of head is lost in the tube between the 
point of contraction and point of discharge. 

Ans. 5.25 lb. per square inch abs. 

8. If in the previous problem a vertical tube, 1 inch in diameter, were 
tapped into the contracted section and made to communicate with a second 
reservoir whose level was 8 ft. below the axis of the diverging tube, at what 
velocity would water flow from the vertical tube into the large one, assum- 
ing no change in pressure at the point of entrance ? 

Ans. 29.0 ft. per second. 

9. A horizontal diverging tube connects two reservoirs. Its inlet end is 
rounded to render loss at entrance negligible and is 10 ft. below the water 
surface in the supplying reservoir. The diameter at the small section is 
2 in. and the discharge end is 3 ft. below the second reservoir water 
level. What will be the proper value for the diameter of the discharge end 
consistent with maximum rate of flow through the tube ? Assume a loss 
in head of 1 ft. in passing from the contracted section to the exit. 

Ans. 2.86 in. 

10. A horizontal diverging tube discharges water from a reservoir under 

a head of 8 feet. The diameter at the throat of the tube is 1 inch and at 

the exit 2 inches. If the velocity coefficient is 0.96 and the discharge is 

into air, what will be the pressure at the throat and how much head will 

be lost in the tube ? 

Ans. Lost head = 0.64 ft. 

Absolute pressure = 5.44 lb. per square inch. 

11. A horizontal diverging tube discharges water from a reservoir under 
a head of 6 ft. If the diameter at the large end be 4 inches and the dis- 
charge coefficient 0.96, what diameter will be necessary at the throat to 
produce a pressure there of one half an atmosphere ? 

Ans. 2.8 in. 

12. A short reentrant tube (similar to Borda's mouthpiece), 3 in. in 
diameter, is fitted in the vertical side of a reservoir whose superficial area 
is 22 sq. ft. What time will be required to lower the water level 2 ft. from 

an initial head of 8 f t. ? 

Ans. 83.3 sec. 
CHAPTER Vn 

1. A weir with end contractions has a crest 10.37 ft. long and 2.87 ft. 
above the bottom of the channeL If the channel be 14.3 ft. wide, what 
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amount will be discharged by the weir under a head of 0.875 ft. ? Use both 
Francis' and Bazin's formulae and compare results, noting the magnitude 
of the head corresponding to the velocity of approach. 

2. A suppressed weir, 6.97 ft long, has its crest 2.79 ft. above the 
bottom of the channeL Compute the discharge under a head of 0.679 ft.» 
using (a) Fteley and Steams' formula ; (b) Bazin's formula. 

3. A rectangular channel 15 ft. wide contains water flowing 4 ft. deep 
with a mean velocity of 2.2 ft. per second. If a suppressed weir, 4.5 ft. 
high, be built across the channel, how much will the level of the water back 
of it be raised ? Use Francis' formula, (1) neglecting velocity of approach, 
(2) with velocity of approach. 

Ans. (a) 2.41 ft. 
(b) 2.38 ft. 

4. A triangular weir has a 90 degree notch. What head will be neces- 
sary to discharge 1000 gallons per minute? 

5. A sharp-crested weir is to be built in a rectangular channel, 10 ft. in 
width, which discharges a maximum quantity of 8 cu. ft. per second. What 
length and crest height should the weir have in order that the head shall 
not exceed 8 in. or the depth of water back of the weir 3 ft ? 

Ans, Length, 4.55 ft 

Crest height, 2.33 ft 

6. A reservoir whose area is 12,000 sq. ft has an outlet through a 
contracted weir whose crest is 3 ft long. How long a time will be required 
to lower the reservoir level 1 ft. from an initial head of 1.60 ft on the weir 
crest? Use Hamilton Smith's formula and a mean value for the coefficient. 

Ans. 20.9 min. 

7. A reservoir, 50 ft by 200 ft in plan, has its sides vertical. It dis- 
charges through a rectangular suppressed weir, the initial head being 15 
in. How long is the crest if 30 minutes are required to lower the level 
13.50 in.? 

Ans. 6.47 ft 

8. A rectangular channel has a maximum discharge of 160 cu. ft per 
second when the water flows 4 ft deep. If the width be 20 ft, how high 
should the crest of a submerged weir be in order that the water back of the 
weir shall not be over 5 ft deep when the weir is built and discharging the 
given maximum flow ? ^n«. 4.95 ft 

9. Given a submerged weir 9 ft long with the upstream head 2.6 ft and 
the downstream head 1.22 ft, compute the probable discharge. 

Ans. 106 sec.-ft 
10. Compute the probable discharge through a trapezoidal weir having 
a crest length of 5 ft. and ends sloping at 30 degrees with the verticaL 
Assume the actual discharge to be 0.62 of the theoretical and compute for 
a head of 1 ft Ans. 17.5 sec.-ft 



REVISED PROBLEMS 207 

11. A triangalar weir has a 60 degree notch. Compute the discharge 
under a head of 1.6 ft., assuming a coefficient of 0.64. 

Ans. 5.1 sec.-ft. 

CHAPTER Vm 

i. Find the rate of discharge from a 30-inch pipe, 3220 ft. long, supplied 
from a reservoir whose surface is 46 ft. above the pipe's end. Assume a 
clean, cast-ircm pipe and make the computations (1) allowing for loss at 
entrance, (2) neglecting it. 

Ans. (1) 56 cu. ft. per second. 
(2) 56.6 cu. ft. per second. 

2. Assuming a 12-inch pipe line, 2400 ft. long, to be made from wood 
staves, what will be its rate of discharge under a head of 32 ft. ? What if 
the length were only 1200 f t. ? (/ = .0175.) 

Ans, (1) 5.4 cu. ft. per second. 
(2) 7.5 cu. ft. per second. 

3. A 6-inch pipe suddenly enlarges to a diameter of 18 in., the veloc- 
ity of flow in the 18-inch pipe being 2 ft. per second. Compute the lost 
head in feet and the foot-pounds of energy lost per second. What dif- 
ference in pressure will be found in the two pipes near the enlargement ? 
What would be the head lost if the velocity in the 18-inch pipe were 0.5 ft. 

per second? 

Ans. (1) 3.98 ft. 

(2) 884 ft.-lb. 

(3) 0.43 lb. per square inch. 

(4) 0.25 ft. 

4. Two reservoirs with a difference in level of 90 ft. are connected by 
2 mi. of 15-inch cast-iron pipe. Compute the rate of discharge. 

Ans, 7.2 cu. ft. per second. 

5. At what rate will water be discharged through 600 ft. of rubber- 
lined cotton hose, 3 in. in diameter, if it be attached to a hydrant at which 
the pressure is 60 lb. per square inch during flow ? Assume no nozzle on 
the end of the hose and/= 0.022. 

If a 1-inch nozzle be used, what discharge may be expected if a pressure 
of 70 lb. at the hydrant can be maintained ? For the nozzle, c^ = €4 = 0.96? 
Assume hose horizontal and/= 0.024. 

Ans. (1) 282 gaL per minute. 
(2) 185 gaL per minute. 

6. A 24-inch pipe is successively reduced in size to 12 in. and 6 in. 
the reductions being abrupt in each case. With a discharge of 2 cu. ft. 
per second, what total loss will be occasioned by the reductions? What 
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difference in pressore will there be in the 24- and 6-inch pipes if 2 ft. of 
head be lost by pipe friction in the 12-inch pipe ? 

Ans. (1) 0.55 ft. 

(2) 1.8 lb. per square inch. 

7. The pressure head at a point in a 12-inch cast-iron pipe is 50 ft. At 
a point 1000 ft. beyond, in the direction of flow, the pressure is 20 lb. per 
square inch. If the discharge be 5 cu. ft. per second, and 2 ft. of head is 
lost at intervening bends, what is the slope of the pipe ? 

Ans. 0.011. 

8. Compute the diameter of pipe necessary for discharging 1500 gaL 
of water per minute, the pipe being of cast iron, 1000 ft. long, and its dis- 
charging end 4 ft. lower than the surface of the reservoir supplying it. 

Ans, d = 13.5 in. 

9. What head would be required for an 8-inch wood-stave pipe line, 
3000 ft. long, leading from a reservoir and terminating in a 2-inch nozzle, 
the required discharge being that corresponding to a velocity of flow of 
6 ft. per second in the pipe? Assume velocity coefficient for the nozzle 
at 0.95 and/ =0.0223. 

Ans. 215 ft. 

10. A level pipe line is abruptly enlarged from 4 to 8 in. in diameter. 
The velocity in the 4-inch pipe being 16 ft. per second, how much energy 
is wasted in heat at the enlargement? If the pressure head in the 4-inch 
pipe be 50 ft., what will it be in the 8-inch? 

Ans, (1) 195 ft.-lb. per second. 
(2) 51.49 ft. 

11. An 18-inch cast-iron pipe is discharging 3000 gal. per minute. At 
a point 1000 ft. from the supplying reservoir (measured on pipe) the 
center of the pipe is 80 ft. below the reservoir surface. What pressure, in 
pounds per square inch, is to be expected there ? 

Ans, 33.4 lb. per square inch. 

12. At a distance of 2000 ft. (measured on pipe) from the supplying 
reservoir, a 12-inch riveted steel pipe is 140 ft. below the reservoir's 
surface and the pressure is 50 lb. per square inch. W hat is the velocity in 
the pipe ? Assume / = .025. 

Ans, 6.2 ft. per second. 

13. A 24-inch steel pipe line leaves a reservoir at elevation 1400 and 
runs 8000 ft. on a straight grade to elevation 1300 ; thence on a straight 
grade 4000 ft. to elevation 700, where it terminates in a 4-inch nozzle. The 
reservoir' level being at elevation 1450, sketch the hydraulic grade line 
giving elevations at a sufficient number of points to define it. Assume 
/= 0.025 and c^ = ca = 0.95 for the nozzle. At 80 % efficiency, what 
horse power can be developed by a wheel driven by the jet ? 

Ans, 960 H. P. 
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14. A pipe line, discharging into air, consists of two sections, one 500 ft. 
long and 12 inches in diameter, the other 1200 ft. long and 18 in. in 
diameter. If the change in' section be abrupt and the quantity discharged 
be 3 cu. ft. per second, find the loss in head in each section due to pipe 
friction and the loss due to sudden enlargement. Plot the hydraulic grade 
line choosing suitable scales. 

Ans. Lost heads are 2.46 ft., 0.77 ft, and 0.07 ft. 

15. From a reservoir whose surface is at elevation 760, water is pumped 
through 4000 ft. of 12-inch pipe across a valley to a second reservoir whose 
level is at elevation 800. If, during pumping, the pressure is 80 lb. per 
square inch at a point on the pipe, midway of its length and at elevation 
650, compute the rate of discharge and the power exerted by the pumps. 
Plot the hydraulic grade line. Ans. 5.8 cu. ft. per second. 

78.5 H. P. 

16. A fire-engine with a 12-inch pump cylinder supplies water to a 
nozzle through 500 ft. of 3-inch hose. What power at the pump will be 
necessary to maintain a stream of water having a velocity of 75 ft. per 
second, with the nozzle held 30 ft. above the pump cylinder ? The nozzle 
has a diameter of IJ in. at the tip and a coefficient of 0.90. The value of 
/for the hose may be assumed at 0.017. 

Ans, 34 H. P. 

17. A pump at elevation 900 is pumping 1.60 cu. ft. per second through 
6000 ft. of 6-inch pipe to a reservoir whose level is at elevation 1250. 
What pressure will be found in the pipe at a point where the elevation is 
1020 ft. above datum and the distance (measured along the pipe) from the 
pump 2500 ft.? Assume / = .0225. 

Ans. 168 lb. per square inch. 

18. Reservoir A is at elevation 1000 ft. above datum. Thence an 8-inch 
pipe line leads 3000 ft. to elevation 800, at which point it branches into two 
lines : a 6-inch line running 2000 ft. to reservoir B, elevation 850, and a 
6-inch line running 1000 ft. to reservoir C, elevation 875. At what rate 
will water be delivered to each reservoir? Assume /= 0.02 in all cases. 

Ans, To B, 1.35 cu. ft. per second. 
To C, 1.45 cu. ft. per second. 

19. A 12-inch pipe, 8000 ft. long, is connected with a reservoir whose 
surface is 250 ft. above the pipe's discharging end. if for the last 4000 ft. 
a second pipe of the same diameter be laid beside the first and connected 
to it, what would be the increase in discharge? Assume /= 0.02. 

Ans, 2.1 cu. ft. per second. 

20. Assuming the pipe line as described in the first part of the preced- 
ing problem, find the change in discharge resulting from inserting in the 
original line a section of 18-inch pipe 2000 ft. long. (No restriction is 
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made regarding the location of the enlarged portion.) Loss by change in 
section may be neglected and /assumed equal to 0.02. 

Ans. 1.1 cu. ft. per second. 

21. A pipe line 30,000 ft. long and 6 ft. in diameter supplies 10 nozzles 
with water from a reservoir whose level is 507 ft. above the nozzles. Each 
nozzle has an opening of 6 sq. in. and a coefficient of discharge and velocity 
of 0.95. Assuming / = 0.017, find the aggregate horse power available in 
the jets. 

Ans, 3625 H. P. 

22. A 6-inch pipe leaves a straight 4-inch pipe at a point A and later 
joins it again at a point C. The distance ^ C on the straight 4-inch pipe is 
2000 ft and on the 6-inch pipe it is 15,000 ft How will the flow divide 
when it comes to ^ ? Assume /= 0.02 for both pipes and consider only 
losses by pipe friction. 

Ans. Ratio 1 to 1. 

23. From a reservoir whose level is 300 ft. above a datum, a 12-inch 
pipe runs 12,000 ft. to a second reservoir whose level is at elevation 220 ft 
A valve midway along the line is closed sufficiently to reduce the discharge 
to one half what it was with the valve wide open. The friction factor, /, 
may be taken as 0.023 with valve open and as 0.021 when it is partly shut 
Compute the loss of head due to the partial closure of the valve, and 
sketch the hydraulic grade line. The loss at pipe entrance may be neg- 
lected, also that consumed in giving the water its velocity. 

Ans, 61.7 ft 

24. At a point A, a 12-inch pipe is 400 ft above a given datum. It 
terminates 6000 ft beyond A^ and at elevation 500, in the bottom of a 
standpipe which contains 30 ft of water. With flow toward the standpipe, 
the hydraulic grade line at A is 150 ft above the pipe. What is the rate 
of discharge into the standpipe if /be 0.02? 

Ans. 2.6 cu. ft. per second. 

25. Find the maximum power to be transmitted in a 36-inch pipe, the 
metal being 1} in. thick, the allowable stress 2800 lb. per square inch, and 
the velocity of flow 1 ft. per second. If the pipe is 1^ mL in length, find 
the loss of power by friction. 

Ans. 434 H. P.; 0.47 H. P. 

26. Two open, cylindrical tanks are connected by 1000 ft of 3-inch 

iron pipe laid horizontally. Reservoir A is 25 ft. in diameter and its water 

level is 36 ft. above that in reservoir B whose diameter is 16 ft How long, 

after opening a valve on the pipe line, will it be before the reservoir levels 

are the same? Assume/ to be constant at 0.02 and neglect head lost at 

entrance. 

Ans. 10 hr. 54 min. 
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27. A Yenturi meter has an area ratio of to 1, the larger diameter 
being 12 in. During flow the recorded pressure-head in the large section 
is 21.4 ft. and that at the throat, 13.0 ft If* C be 0.99, what rate of dis- 
charge through the meter is indicated ? 

Ans, 1.91 cu. ft. per second. 

28. A 24-inch Yenturi meter has a throat diameter of 8 in. During 
a 10-minute test it discharged 18,600 cu. ft. of water with a mean pressure- 
head at the large section of 112 ft. and at the throat a negative pressure 
corresponding to 10.50 in. of mercury. Compute the coefficient of the meter. 

Ans. 0.992. 

29. The discharge through a Yenturi meter is 920 gallons per minute. 
The diameter of the pipe is 30 inches and the area ratio is 4 to 1. If the 
value of C be 0.99 and the pressure-head at entrance 18.8 feet, find the 
velocity and the pressure-head at the throat. 

Ans, 18.76 ft. ; 1.68 ft. per second. 

30. The tip of the Pitot tube being placed at the center of a 24-inch 
pipe, the difference in the height of the velocity and pressure columns was 
found to be 22.3 inches. On the assumption that the curve of velocities 
was an ellipse, and that the side or surface velocity was one half that at the 
-center, compute the discharge from the pipe. The tube's coefficient, c, was 

1.05 in the formula, A = c ^. ^^ 3^ g ^^ ^^ ^^ ^^^^ 

31. A Cole pitometer (see Art. 87) was used in conjunction with a 
differential gauge to measure the velocity in a 10-inch pipe. Carbon 
tetrachloride (spec. gr. 1.50) was used in the gauge and the deflection, 2, 
noted as the pitometer tip was successively placed at 9 points on the pipe's 
diameter. Readings and corresponding distances from the pipe's axis 
follow : 

Distance : 4.75", 4.25", 3.50", 2.50", 0.0", 2.50", 3.50", 4.25", 4.75". 
Deflection z : 2.72", 3.96", 5.15", 5.61", 5.90", 5.86", 5.35", 4.48", 3.68". 
The coefficient of the tube (see equation 95) was 1.42. 
(a) Show that the velocity corresponding to any reading was 
r = 0.84V2^(s-l)2. 

(ft) Make a scale plot showing variation in velocity across the pipe. 

(c) Compute discharge. Assume pipe's section to be divided by concen- 
tric rings so spaced that each point occupied by the pitometer falls midway 
between rings. Each annular area is to be multiplied by the mean of the 
velocities observed in it to give partial discharge. 

(d) Compute pipe's coefficient, i.e. the ratio of mean velocity to center 
velocity. 

32. The slope of the hydraulic grade line of a pipe is 0.005 and the pipe 
delivers 4000 gallons per minute. If the friction coefficient be assumed as 
that for a clean pipe plus a 509{) increase to allow for roughening of surface 
with age, find the diameter of the pipe. Ans. 20 in. 
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33. A velocity of 3 ft. per second is obtained through a 12-inch pipe 
whose hydraulic gradient slopes 3 ft. per 1000. Compute the value of the 
friction factor, /, and the amount of frictional resistance in pounds per 
square foot of pipe surface. Ans, f= 0.0215; F = 30.2. 

34. A reservoir at elevation 300 ft. above datum furnishes water to a 
24-inch pipe which leads to a point at elevation 100 ft., the pipe being 2000 
ft. long. Here it branches into 3 pipes, 8 inches, 12 inches, and 6 inches in 
diameter. The 8-inch runs 1000 ft. and discharges at elevation 250, the 
12-inch runs 1500 ft. to elevation 175, and the 6-inch runs 3000 ft. and dis- 
charges at elevation 100. Compute the discharge for each pipe. Assume 
/=0.02. 

Ans, From 8-in., 20.3 cu. ft. per second. 
From 12-in., 10.9 cu. ft. per second. 
From 6-in., 1.8 cu. ft. per second. 

CHAPTER IX 

1. A canal, in firm clean earth, has a bottom width of 20 ft. and side 
slopes of 2 horizontal to 1 vertical. If the water depth be 4 ft. and the 
slope of the surface 1 in 1500, compute the probable velocity and discharge. 

Ans, 3.9 ft. per second. 

437 cu. ft. per second. 

2. A trapezoidal canal is to have a base width of 20 ft. and side slopes of 

1 to 1. The nature of the soil (cleaii earth) limits the velocity of flow to 

2 ft. per second. What slope must be given the bed in order to deliver 
182 cu. ft. per second? Ans, s = 0.00027. 

3. How deep will water flow in a 14-foot rectangular channel that is 
carrying 615 cu. ft. per second, if s = 0.00075 and the channel be lined with 
smooth cement ? 

Ans, 5.2 ft. 

4. A triangular-shaped channel is to be designed to carry 24 cu. ft. per 
second on a slope of 0.0001. Determine what vertex angle and depth of 
water over the vertex will be necessary to give a section with minimum 
perimeter, assuming the channel to be built from timber planking. 

Ans, 90 degrees; depth 3.6 ft. 

5. A rectangular channel, 18 ft. wide and 4 ft. deep, has a slope of 1 in 
1000, and is lined with good rubber masonry, (n = 0.017.) It is desired 
to increase as much as possible the amount discharged without changing 
the channel slope or form of section. The dimensions of the section may 
be changed but the channel must contain the same amount of lining as the 
old. Compute the new dimensions and probable increase in discharge. 

Ans, 13 ft. by 6.5 ft. ; 118 cu. ft. per second. 

6. A rectangular channel, 12 ft. wide and 4 ft. deep, is lined with smooth 
stone, well laid, and has a hydraulic slope of 0.001. What saving in earth 
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excavation and lining, per foot of length, could have been effected by using 
more favorable dimensions? 

Ans. New channel 0.8 ft. by 4.9 ft. 

7. A canal is to have a trapezoidal section with one side vertical and the 
other sloping at 45 degrees. It is to carry 000 cu. ft. per second with a mean 
velocity of 3 ft. per second. Compute the dimensions of the section which 
would require a minimum hydraulic slope. 

Ans. Base width 17.7 ft ; depth 12.5 ft. 

8. In designing a canal for supplying a power plant the problem arises 
as to whether a trapezoidal or rectangular section should be built. If the 
former be used, it is found that, with a clean earth lining, a section having 
a top width of 40 ft., bottom width 10 ft., and water depth 5 ft., will 
deliver the required quantity of water if laid on a slope of 0.75 per 1000. 
Could a less slope be used by employing a rectangular section, lined with 
rubble masonry, if the area and velocity of flow be maintained at the same 
figures as in the trapezoidal section ? What would its value be ? 

Ans. 8 = 0.00052. 

9. Two circular conduits, each 5 ft. in diameter, serve to carry the waters 
of a creek through a railroad embankment. When carrying flood dis- 
charges both ends of the conduits are submerged. Assuming no change in 
the hydraulic gradient or in the value of C, what width would be necessary 
in two equal rectangular sections, each 4 ft. deep, if they are to replace the 
circular conduits and perform the same service ? Ans, 5.2 ft. 

10. Two ponds with a difference in level of 0.50 ft. are connected by 
4000 ft. of rectangular canal, lined with smooth cement. The canal is 
20 ft. wide, laid, on uniform grade, with water 8 ft. deep at its upper end 
and 10 ft. at the lower end. Compute the rate of discharge. 

Ans, 810 cu. ft. per second. 

11. A rectangular canal 6000 ft. long, 10 ft. wide, is carrying 80 cu. ft. 
per second. The canal floor is level and at its lower end is fitted with a 
suppressed weir 3.5 ft. high. Assuming » = 0.017 and that the stream sur- 
face is a plane, compute the depth of water necessary in the canal at its 
upper end in order to maintain the given discharge. 

Ans. 5.8 ft. 

12. In a trapezoidal channel in clean earth, 12 ft. wide on the bottom, 
side slopes 2 horizontal to 1 vertical, and with a longitudinal bed slope of 
1 to 500 (measured as the sine of the inclination angle), water is running 
3 ft. deep. With constant flow maintained, a weir is introduced at a point 
so that the water depth just back of the weir is increased to 5 ft. At what 
distance upstream should a depth of 4.5 ft. be found ? 

(a) Solve by method of Art. 99. 

(6) Solve by Bresse's formula (113) and table. 

Ans, (a) 280 ft.; (b) 294 ft 
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13. A brick-lined sewer, 3 ft. in diameter, is built on a constant grade of 
1 in 1000. What quantity will it discharge when flowing full but under no 
pressure? What if flowing half full? 

A ns, 21.2 cu. ft. per second. 
10.6 cu. ft. per second. 

CHAPTER X 

1. A jet of water 1 in. in diameter exerts a pressure of 150 lb. against 
a flat plate held normal to the stream's axis. Compute the rate of discharge. 

Ans, 0.65 cu. ft. per second. 

2. A jet from a 2-inch orifice is directed normally against a flat plate. 
What pressure will it exert on the plate when Q = 1 cu. ft. per second ? 

Ans, 144 lb. 

3. In approaching a bridge, a water main, 2 ft. in diameter, curves, from 
a horizontal position, upward through 45 degrees. What vertical com- 
ponent of dynamic pressure is developed in the bend under a velocity of 
6 ft. per second? Ans, 155 lb. 

4. A jet 2 in. in diameter, having a velocity of 140 ft. per second, is 
deflected by a curved surface through an angle of 45 degrees. Compute the 
value of the components of the normal pressure developed which are per- 
pendicular and parallel respectively to the initial direction of the jet. Also 
compute the parallel component for a deflection of 90 degrees and 180 
degreea 

Ans, (a) 586 1b.; 2431b. 

(b) 8291b. 

(c) 1658 lb. 

5. A 2-inch jet from a nozzle is deflected through an angle of 175 degrees by 
striking against a curved vane which moves in the same direction as the 
jet and with a velocity of 100 ft. per second. What pressure will be on the 
vane when the nozzle is discharging 6 cu. ft. per second ? What if the vano 
were stationary? 

Ans, (a) 2590 lb. ; (b) 6390 lb. 

6. Compute the force exerted (in an axial direction) on a pipe by water 
which is flowing through it with a velocity of 8 ft. per second. The 
diameter is 1 ft., length 1000 ft., and /may be assumed as 0.02. 

Ans, 984 lb. 

7. A 2-inch nozzle is attached to a 12-inch pipe by flange bolts. What 
will be the total stress in the bolts when the pressure at the base of the 
nozzle is 75 lb. per square inch ? Assume q = c, = 0.96. 

Ans. 8050 lb. 

8. A 36-' uh pipe is changed by gradual reduction to a 24-inch diameter. 
Before entering the reducer the water has a velocity of 7 ft. per second and 
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a mean pressure of 60 lb. per square inch. A loss of 0.20 ft. head is ex- 
perienced in going through the reducer. What axial thrust on the pipe 
line does the water develop as it passes the reducer? 

Ans, 33,800 lb. 

9. The buckets of an impulse wheel receive water from a 2-inch jet 
which has a velocity of 60 ft. per second. If the linear speed of the 
buckets be 40 ft. per second, and the bucket angle, a, be 170°, find the turn- 
ing force applied to the wheel, assuming all water coming from the jet to be 
utilized. At what speed should the buckets be made to move in order that 
the power output of the wheel should be a maximum ? What would the 
power be ? 

Ans, (d) 101 lb. ; (h) 30 ft. per second ; (c) 4540 ft. lb. 

10. A ship moves forward under the driving force obtained by steadily 
pumping a stream of water, 1 ft. in diameter, having a velocity relative to 
the ship of 100 ft. per second, directly astern. Compute the driving force. 

Ans. 15,250 lb. 

11. If the velocity of flow in a 2-foot cast-iron pipe (E = 12,000,000) 
be changed in 0.25 sec. from 2 ft. per second to by closing a valve 
1000 ft. from a reservoir, what probable increase in pressure due to water 
hammer will be obtained close to the valve? The pipe wall is J in. 
thick. 

Ans, 109 lb. per square inch. 

12. A 6-f t. pipe conducting water to a number of turbines is made from 
steel plate 0.25 in. thick. When the velocity of flow is 8 ft. per second, 
a quick closing gate operates to stop the flow. What excess pressure is 
developed near the gate due to water hammer? What maximum time may 
be taken in closing the gate without diminishing this pressure if pipe be 
15,200 ft. long. Estimate the probable time that should be taken if the 
rise in pressure is not to exceed 100 lb. per square inch. 

Ans, (a) 258 lb. per square inch. 

(b) 7.25 sec. 

(c) 19 sec. 
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Absolute pressure, 9 
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Bends in pipes, 
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Buoyancy, center of, 31 
Buoyant effort, 31 

Cast iron pipes, friction factors for, 189 

Center of buoyancy, 31 

Center of pressure, 18 

Chezy's formula, 120, 149 
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Component of fluid pressure, 23 
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Continuity, equation of, 43 
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Contraction, sudden, in pipes, 115 

Critical velocity, 104, 110 

Current meters, 164 

Cylinders, strength of thin, hollow, 21 

Dams used as weirs, 100 

Darcy's experiments on Pitot's tube, 128 

Depth of flotation, 31 

Differential gauge, mercurial, 13 

oil, 15, 16 
Diffuser for turbines, 80 
Diverging tubes, 79 

Energy, of water in motion, 50 

pressure energy, 50 
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Entrance loss, 103 
Equation of continuity, 43 

of backwater curve, 161 
Exponential formulae, 121, 150 

Fanning's friction factors, 189 
Floats, 164 

Flotation, depth of, 31 
Flow, definition of steady, 42 
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in rivers, 163-165 
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through open channels, 147-166 

through pipes, 102-146 
Fluid friction, 41, 104, 107-111 
Fluid motion, 41 
Francis' formuhe, 86 
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Friction factors for pipes, 189 
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GanguiUet and Kutter, 150, 152, 163 
Gauges, pressure, 12-16 
Gauging streams, 163 
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Grade line, hydraulic, 117 
Gradient, hydraulic, 117 
Gravity, acceleration due to, 5 

Hasen and Williams' formula, 123 
Head, static, 10 

losses of head, 46 

potential head, 45 

pressure head, 10, 45 

total head, 45 

velocity head, 45, 55 
Heaviness of, 

atmosphere, 11 

mercury, 2 

water, 2 
Herschel's water meter, 123 
Hook gauge, 66 
Hydraulic, press, 4 

grade line, 117 

gradient, 117 

mean depth, 120 

radius, 120 
Hydraulics, definition, 1 
Hydrodynamics, definition, 1 
Hydrostatic pressure, 7, 8, 16 
Hydrostatics, definition, 1 

Immersed bodies, 30 
Impact of jets, 167-174 
Impulse wheel, 173 
Incomplete contraction, 83 

Jet pump, 75 
Jets, energy of, 170 

force of, on vanes, 170-174 

impact of, 170-174 

path of, 57 
Joukovsky's experiments on water ham- 
mer, 181 

Kutter's formula, 150, 152, 163 

Loss of head, general equation for, 70 
how occurring, 46 
in nozzles, 70, 133 
in orifices, 69 
in pipes, 103-116 
in tubes, 70, 74 

Mercurial gauge, 13 
Metacenter, 32 
Meters, current, 164 

Venturi, 123 
Miner's inch, 66 
Modulus of elasticity, 3 
Momentum, principle of, 167 
Mouthpieces, flow through, 72-80 
Moving vanes, 172-174 



Non-sinuous flow, 41, 110 
Non-uniform flow, 155 
Nozzles, flow through, 76, 78 

for practical purposes, 77 

head lost in, 70, 133 

on pipe lines, 133 
Numerical computations, 5 

Oil differential gauge, 15, 16 
Orifices, flow through, 53 

coefficients, 55, 56 

standard, 64 

submerged, 64 

suppressed contraction, 65 

under low heads, 58 

under pressure, 63 

with velocity of approach, 60 

Path of a jet, 57 
Perfect fluid, definition, 1 
Piezometer measurements, 49 
Piezometers, types of, 12-16 
Pipes, air in, 119 

flow through, 102-146 

friction factors for, 189 

gauging flow in, 124, 125, 129, 132 

losses in, 103-116 

Siamesed, 138 

stress in, 21, 175 

variation in velocity at cross-sections, 
131 

water hammer, 176 

with branches, 135 

with nozzles, 133 
Pitometer, 129 
Pitot's tube, 126 
Potential head, 45 
Power on moving vanes, 174 
Press, hydrauHc, 4 
Pressure, absolute and relative, 9 

atmospheric, 11 

center of, 18 

components of normal, 23 

intensity of, 7 

never negative, 48 

on both sides of a plane, 29 

on curved surfaces, 17 

on immersed bodies, 30 

on plane surfaces, 16 

transmission of pressure, 4 
Pressure energy, 50 
Pressure gauges, 12-16 
Pressure head, 10, 45 
Principle of momentum, 167^' 

Radius, hydraulic, 120 
Rating a meter, 164 
Rating a Pitot tube, 131 
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Reaction of a jet, 170 
Relative preasure, 9 
Ring nozzle, 77 
Rivers, flow in, 163-165 
Rod floats, 165 
Rotation of water, 37 
Rounded orifices, 48 
Rounded weir crests, 99 

Salt water, weight, 2 
Ships, stability of, 32 
Siamesed pipes, 138 
Sinuous flow, 41 
Slope, 119, 148 
Smith's weir formuls, 91 
Stability of ships, 32 

of immersed bodies, 32 
Standard orifice, 64 
Standard short tube, 72 
Steady flow, 42 

Steams' formulae for weirs, 89, 94 
Sulbmerged bodies, 30 

orifices, 64 

weirs, 93 
Subsurface floats, 164 
Sudden enlargement, 113 

contraction, 115 
Suppressed contraction, in orifices, 65 

in weirs. 83, 86, 89-91 
Suppressed weirs, 83-91 
Surface floats, 164 

Temperature, effect of, on critical ve- 
locity, 111 
on unit weight water, 2 
Thickness of pipes, 21 
Translation of bodies of water, 35 
Transmission of pressure, 4 
Trapezoidal weir, 96 



Triangular weir, 94 

Tube floats, 165 

Tubes, flow through, 72-fiO 

Uniform flow, 147 
Units of measure, 4 
Unwin's formula, 122 

Vanes, 170-174 

Velocities, variation in pipe section, 131 

Velocity, coefficient, 55, 56, 73, 76, 77 

critical, 104, 110 

from nozzles, 76-78 

from orifices, 53 

in pipes, 110, 126-132 

of approach, 54, 60, 78, 84, 88-92, 97 
Velocity head, 45 
Venturi meter, 123 
Venturi tube, 79 

Water, weight of, 2 

compressibility, 2 

maximum density, 2 

modulus of elasticity, 3 
Water barometer, 11 
Water hammer, 176 
Water meter, 123 
Weight of water, 2 

mercuiy, 2 

submerged bodies, 30 
Weirs, contracted, 83-96 

submerged, 93 

suppressed, 83-96 

trapezoidal, 96 

triangular, 94 
Wetted perimeter, 148 
Williams and Hazen's formula, 123 
Work by jets on vanes, 174 
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